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BUSY DAYS IN TEXAS. 





Reports from Texas indicate that-the alleged 
“oil war” will be carried on without cessation and 
some lively times are to be expected in the Lone 
Star State. With an estimated monthly consump- 
tion of 6,000 barrels of illuminating oil in the State, 
there are four large marketing companies going 
after the business, any one of which could supply 
it with ease. 

The Pierce-Fordyce Oil Association is reported 
to have purchased ground at Fort Worth for the 
erection of a refinery. It already owns the Texas 
City plant and is evidently forced into the manu- 
facture of any product it sells. The company is 
also going into the producing business and a well 
known eastern man has been engaged to act as its 
production superintendent. It has had representa- 
tives at Electra endeavoring to secure production 
and will build a tank farm and loading rack at 
Wichita Falls. For the present, and until its re- 
finery is completed, it is understood that the 
Pierce-Fordyce will secure the output of light oils 
from the Muskogee Refining Company. The ,dis- 
tributing business of this company was taken over 
recently by the Waters-Pierce interests and all its 
lighter products will be turned over to those in- 
terests. 

The Magnolia Petroleum Company, which took 
over the confiscated Standard properties, repre- 
sented by the Security refinery at Beaumont and 
the Navarro refinery at Corsicana, is getting into 
the listributing business actively and contracts 
have been let for the installation of plants in all 
towns of any importance. Formerly, a large per- 
centage of the output of these refineries was mar- 
keted through the Pierce-Fordyce company, but 
these arrangements have evidently been canceled. 

The Texas Company and the Gulf Refining Com- 
pany are actively engaged in marketing oil 
throughout the state, making four companies. As 
a matter of course, most of the product of these 
companies must be marketed abroad and shipments 
are made to all foreign countries. 

The Standard Oil Company, which is taboo in 
the State of Texas, is enlarging its refinery at 
Baton Rouge and when present plans are completed 
will have a plant that will size up with any refinery 
in the country, It is an open question whether the 
Standard will not be able to enter Texas without 
difficulty after the Supreme Court decision dissolv- 
ing the trust is complied with, and if this proves 
to be the case it will result in open operations by 
that company within the State after December. 





California seems to be the Mecca at present for 
large companies having other people’s money to 
invest, the principal object of most of the concerns 
being to engage in the refining business. The re- 
ports sent out of large wells have got the weary 
interested and the glowing tales of untold riches 
are having their effect 





| really are. But we must still remember that the 
fear of famine is and wili be ever present, so_long 

Ine United States Geological Survey has for sev-|as the trade is tied down to such absurd restric- 
eral years carried on experimental work in co-|tions as those at present existing. Whatever ar- 
operation with the Johns Hopkins University to | suments may be set up against the contentions, 
determine the cause of the differences in color,| the one fact remains that only a few weeks ago, 
gravity, and other features of crude oils found in| | when labor troubles overtook the Metropolis and 
the same oil field. | traffic on the Thames was totally held up, we were 

Fifteen years ago David T. Day found that crude | actually face to face with a very serious famine 
oil can not ooze through the pores of dry shales /in petrol. Even the Authority cannot deny this.” 
without leaving in the pores a part of the heavier | 
oils it contains. The experiments showing this ; 
fact made it seem possible that differences be-|. The Interstate Commerce Commission, which 
tween various Pennsylvania oils were due to the |#@d ordered a further hearing on the pipe line 
density and the dryness of the shales through | ;question at New York, November 20, has issued 
which they had been diffused, and suggested that 2 notice postponing the hearing, with no future 
these simpler Pennsylvania oils may have been | |}date set. This hearing will undoubtedly be the 
diffused through shales from more complicated | most important of the series, as much valuable in- 
asphaltic oils containing sulphur. |formation can be gathered from the eastern lines. 

The whole subject is reviewed in Bulletin 475 | 
of the United States Geological Survey, by J. El-| 
liott Gilpin and Oscar E. Bransky. The authors 
particularly emphasize the results of recent eX- Plans for the distribution of stock of the thirty- 
periments made by them to determine whether |‘,); subsidiary companies of the Standard Oil 
it is simply the thickest oils in a given crude oil |Company of New Jersey to conform with the man- 
which are separated out when oil diffuses through | date of the United States Supreme Court were 
shale or whether the rate of difusion depends 00 | nade public Wednesday. 


the kind of oil. The company, after divesting itself of its sub- 
The results of these experiments show the re-|sidiaries, will be maintained in its present cor- 
markable fact that unsaturated oils—even those as porate form with the same office. Col. Oliver H. 
thin as or thinner than saturated oils—are held back | Payne has resigned as director of the Standard, as 
in the shale. Thus when a solution of benzol (un-| he has not been active in the company’s affairs for 
saturated) and a paraffin oil (saturated) is allowed |some time past. His successor has not been chos- 
to diffuse upward through a tube of fuller’s earth en. 
(which is a good type of shale for experimental; In the distribution of stock each share of each 
purposes), the benzol tends to collect in the lower | subsidiary company will be divided into $83,383 
sections and the paraffin oil in the upper sections | parts. For each share of Standard Oil of New 
cof the tube. It has also been found that if water | Jersey stock the holder will receive a fractional 
is added to shale containing a mixed solution of | part of a share of stock in 33 companies and a 
saturated and unsaturated oils and sulphur com-| whole share of Anglo-American Oil stock. 
pounds, the water drives out the saturated portion; ‘The fractional allotments, measured in 983,383ds 
more easily than the unsaturated. The sulphur |of one share, are as follows, per share of Standard 
compounds also cling to the clay. The possibility cf New Jersey: 
is thus established that the simpler paraffin-base| The Atlantic Refining Company, 49,906; Borne- 
oils may have been derived by diffusion through Scrymser Company, 1,995; the Buckeye Pipe Line 
shales- from more complex asphalt-base oils. The|Company, 199,994; Chesebrough Manufacturing 
significance of these experiments as regards oil |Company, 2,777; Colonial Oil Company, 2,493; Con- 
deposits is discussed at length in the report, a copy | tinental Oil Company, 2,995; Crescent Pipe Line 
of which can be obtained by addressing the Di- | Company, 59,097; Cumberland Pipe Line Company, 
rector, U. S> Geological Survey, Washington, D. C. | 9,985; Eureka Pipe Line Company, 49,994; Galena 
| Signal Oil Company, preferred stock, 16,875; Ga- 
lena* Signal Oil Company, common stock, 55,919; 
|Indiana Pipe Line Company, 99,994; National Tran- 
|sit Company, 509,033; New York Transit Company, 
'49,994; Northern Pipe Line Company, 39,994; Ohio 


the Fort Worth & Denver City Railroad Company |@!! C grid er #s ae and Gas var 
and was aimed at the rate granted by the Katy to Pamy, 179,974; Solar Refining ee 1994; 
The Texas Company, of 5 cents per hundred pounds | Southern Pipe Line Company, 99,994; South Penn- 
from Wichita Falls to Gates, in full trainloads, pri- | 8¥!vania Oil Company, 24,995; Southwest Pennsyl- 
vate equipment. This rate would permit The Texas | ‘®0ia Pipe Lines, 34,996; Standard Oil Company, 
Company to build a 26-mile line from the Electra | California, 249,995; Standard Oil a ay 
field to Wichita Falls and thence transport its oil | @@na, 9,990; Standard Oil Company, Kansas, 9,998; 
by car to its refinery. The State Railroad Conmis- Standard Oil Company, Kentucky, 9,972; Standard 
sion, in taking up this complaint, expressed its in- Ci! Company, Nebraska, 5,995; Standard Oil Com- 
tention of looking into all crude oil rates. Cancel- R@ay, New York, 149,996; Standard Oil be ees 
lation of present rates would work a hardship on Ohio, 34,994; Swan J. Finch Company, 994; Union 


anies which have contracts based upon Tank Line Company, 119,993; Vacuum Oil Com- 
aha Guaatioke as they sath pase ee ee pany, 24,998; Washington Oil Company, 7,143; Wa- 


ters Pierce Oil Company, 2,747. 
| These stocks, -with the exception of the stock 
Agitators who are objecting to the storage of pe- | cf the Anglo-American Oil Company, limited, will 
troleum products within the cities, should learn of |be ready for distribution December 1. The stock 
the experiences had in England during the recent of the Anglo-American Oil Company will be dis- 
labor troubles. The London Petroleum Review thus | tributed later. 
deals with the situation: The basis of distribution was determined by the 
“During the preesent week, there has gone forth | capitalization of the Standard Oil Company of New 
a note—a very serious note—of warning to all and | Jersey and its subsidiaries. Thus, in the case 
sundry. It is that owing to the now obsolete regu- | of the Atlantic Refining Company, a holder of one 
lations under which the trade in motor spirit is share of the Standard Oil Company of New Jersey 
carried on in this country, London is in daily dan-| received a proportional interest in the capitaliza- 
ger of a petrol famine. Therefore the powers that tion of the Atlantic Refining Company in this 
be should be compelled to carefully survey the/|case 49,996—983,383ds of one share. 
situation and draw up such modified regulations; The directors announced a quarterly dividend 
as to the transport and storage of the product, that | of seven per cent on stock of the Standard Oil 
even the very suggestion of a petrol famine should | {Company of New Jersey and a dividend of $20 a 
be out of the question. The London Port Author- | share on the stock of the Standard Oil Company 
ity—that embodiment of officialdom—have natural- | ot New York. This latter is equivalent to a divi- 
ly denied the statement made. We say naturally,'dend of $3.05 a share on the stock of the parent 
for such denial is only to be expected, seeing that company, making the total quarterly disbursement 
the Authority is incapable of seeing things as they 'on the latter $1.35 per share. 


PETROLEUM EXPERIMENTS. 











DISTRIBUTION OF STANDARD SHARES. 








The hearing at Austin Tuesday relative to rates 
on the transportation of crude oil within the state 
of Texas covers a matter of great importance to 
several companies. The complaint was entered by 
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The imports of petroleum into Hodeida, Turkish 
Arabia, fromthe United States during 1910, hada 
value of $116,150. 

The Fred Harris lease of 76 acres on the Elias 
Harris farm, near Belmont, Pa., has been sold to 
Fred Shear, of Scio. The purchase price was 
$5,000. . 

The St. Joseph (Mo.) News Press Says that a new 
hope has sprung up for the shivering residents of 
Kansas City, Mo., by the striking of a 3,000,000- 
foot gas well fifteen miles south of that city. 

The Standard Oil Company has purchased two’ 
blocks at Spokane, Wash., paying $22,500 for it. 
The property is located between Haven and Fiske 
streets and Montana and Pennsylvania avenues, 
and is to be used for the company’s new ware- 
Louse. 

The Cornplanter Oil Company has started the 
construction of its terminal headquarters at Dul- 
uth, Minn. Seven underground tanks will be in- 
stalled and the company will put up an office, 
wagon and team sheds. The improvements will 
cost about $10,000. 

It is rumored in San Francisco that the Associ- 
ated Oil Company will authorize an issue of $6,- 
000,000 preferred stock. It is thought that in this 
way the company will raise funds for permanent 
improvements rather than issue new bonds or draw 
upon the surplus of $4,000,000. 

The Gulf Refining Company has let a contract at 
Waterbury, Conn., for the erection of a number of 
small structures and also for four containing tanks, 
ten by twenty-five feet. It is understood that the 
erection of the buildings will be started as soon 
as the concrete foundations have been put in. 

The Jefferson Improvement Company has been 
organized at Mount Vernon, Ill., to drill for oil 
and gas, the capital stock being $30,000. The offi 
cers are H. Tt’. Watkins, Olney, Ill., president; Bryan 
T. Hyrone, Waltonville, Ill., secretary and treasurer. 
The headquarters of the company will be at Mount 
Vernon. 

The Standard Oil Company has petitioned the 
city of Utica, N. Y., for the right to lay a pipe line 
through the streets from the plant which it pro- 
poses to build near the New York Central freight 
house to the barge canal line. It is the intention of 
the company to pipe its products from the barge 
canal to its storage plant. 

The American Oil Company. has purchased a 





plot of land at Rochester, N. Y., fcr the purpose of 
enlarging the local plant. The site is across the 
railroad from the General Railway Signal Com- 
pany’s plant at Lincoln Park, and the concern will | 
soon erect large warehouses, storage tanks and! 
other necessary structures. 

The St. Joseph (Mo.) Gazette says that more | 
than 25,000 acres of land have been leased in Nod- | 
away county during the last six weeks for coal 
and oil prospecting purposes. Work of driliing at 
various points in the county will begin within two 
weeks under the direction of R. W. Wallace, of 
St. Louis, who got the leases for an eastern syn- 
dicate. 

For the purpose of drilling for oil and gas, con- 
structing pipe lines and dealing in mineral lands 
in West Virginia, a charter has been issued to the 
Steel City Oil and Gas Company, of Pittsburg, Pa., 
with an authorized capital of $50,000 and the fol- 
lowing incorporators: J. P. Cappeau, F. B. Par- 
riott, W. B. Beecher, E. J. Cole and George F. Wolf, 
all of Pittsburg. 

The directors of the Standard Oil Company of 
New Jersey are scheduled to meet November 15 to 
take action on the quarterly dividend disbursement 
which it is understood will be the last on the stock 
before the dissolution of the company. It is ex- 
pected that ten dollars will be dec!ared, the same 
rate as this time a year ago, although in some 
quarters an even larger distribution is looked for. 

The Dupont Powder Company branch Office at 
Tulsa, Okla., has been ordered to Wilmington, Del. 
Percy Barton and Alex Swanson, who have been in 
charge of affairs in Oklahoma, have severed their 
connection with the company, but the remainder 
ef the office force will go to the main office. The 
notice of removal came Monday afternoon. The 
company has had Offices in Tulsa for the past sev- 
eral months.. 

The Manila Free Press says that the Tayabas 


|the East Coast Oil Company at Topila and are now 





cil fields in the Philippines now has a rival in some 


new fields which have just come into notice. The 
latter are located in the Province of Pangasinan 
and their promoter is a Mr. Benitz, a Filipino, who: 
owns large tracts of land in the Province. Persons 
who have. seen the sample of the crude oii say it 
is of a very fair quality, though not as good as that 
of Tayabas. : 

Wm. F. Heavner, of the Wm. F. Heavner Oil 
Company, of Lebanon, Mo., has closed a deal for 
the purchase of a tract _of ground at Clinton, Mo., 
on the Clinton line right-of-way: He will erect 
buildings and storage tanks for an independent oil 
distributing plant which will be: in. charge of N. 
L. Ross, formerly agent of the Standard Oil Com- 
pany at Clinton. Mr. Heavyner is establishing a 
chain of distributing stations. 


The Spreckles Oil Company has filed articles of 
incorporation at San Francisco, Cal., with a capital 
stock of $200,000. The incorporators are Samuel 
M. Shortridge, who for a humber of years has been 
the attorney of John D. Spreckles, of San Francisco 
and San Diego; W. D. K. Gibson and G. B. Water- 
man, San Francisco representatives of John D. 
Spreckles and associates in business enterprises. 
The main offices of the company are to be located 
at San Francisco. 


The Rex Oil Company, of Evanston, Wyo., was 
incorporated October 27. The object of the com- 
pany is to carry on a general business for the pro- 
duction of oil and gas. The capital stock is $500,- 
(00. The following directors were elected: Joseph 
Meyer, W. W. Taylor, Isidore Kastor, Lauretta 
Meyer and W. B. Cameron. The principal office of 
the company is at Evanston, Wyo., and the com- 
pany’s agent is Isidore Kastor, who will be located 
at that point. The company will operate in Uinta 
county, Wyo. 

The Lawrence Green Oil Company of Arizona, 
capitalized at $500,000, has been incorporated at 
Indianapolis, Ind. The company will operate in 
Arizona, although all of the capital stock is repre- 
sented in Indiana. An office will be maintained 
at Phoenix, Ariz., while the principal office will 
be at Indianapolis. Byron W. Barge, of Indian- 
apolis, is president, and John T. Huntington, secre- 
tary. Other stockholders are Wendéll O. Bangs, 
Daniel Foley, J. F. Matson and F. Quill, all of 
Indianapolis. 

The East Coast Oil Company has completed its 
8-inch line from the Topila field, in Mexico, to the 
Panuco River, a distance of one and a half miles. 
The line is to be used in supplying the Teche Trans- 
portation and Fuel Oil Company’s fleet which will 
soon be put in service barging oil from the Topila 
field to the Texas Company tank farm near Tam- 
pico. Two 37,500-barrel tanks have been erected by 


being filled. This company has two producing wells 
at Panuco and two at Topila and at present is drill- 
ing another test at Panuco. 

The Jackson County (Ark.) Good Roads Asso- 
ciation, trom a popular subscription pledged by 
publie-spirited citizens, proposes to make a dem- 
onstration on 60 yards of public roads, in the 
county, 6,000 gallons of oil to be applied, and will 
be sprinkled alternately with sand five times until 
the coating is about three inches thick. The 
sandy condition of the roads in that country makes 
it almost impossible for them to stand up, and this 
new method will be tried. If it proves successful 
road oil will be used throughout the county. The 
oil cost four cents a gallon and no travel is to be 
allowed until the road has become hardened and 
set. 

The tug LeRoy, which left Port Arthur several 
days ago for Mexico towing the Teche Transporta- 
tion and Fuel Oil Company’s barge with the stern 
wheel river boat William Kyle perched on top, was 
compelled to put in at Galveston for repairs. The 
barge sprung one or two leaks. The LeRoy then 
came back to Port Arthur and is again on the way 
for Mexico, towing the two barges which complete 
the fleet chartered for service on the Panuco river 
The fleet will carry oil from the East Coast Oil Com- 
pany’s tankage at Topila down the Panuco River 
to The Texas Company’s storage at Tampico. The 
fleet has a capacity for oil of 26,000 barrels. The 
barge upon which the Kyle is being carried is rated 
at 12,000 barrels, the other two barges 8,000 and 
6,000 barrels, respectively. 

An American consular officer in Canada reports 
that a firm of machinery contractors in his district 
is desirous of corresponding with American manu- 
facturers of the following lines: Steel tanks, with 
towers, .etc., for water-supply systems, and tanks 
for storing and apparatus for delivering from such 





tanks oil used by oil-burning locomotives and ap- 


fliances incidental to such supply stations. It is 
stated to be the plan of a certain railway coth- 
pany, to which this firm sells considerable sup- 
plies, to change to oil-burning locomotives on sev- 
eral of its lines. Correspondence is desired at the 
earliest date. The name of the firm can be had 
by writing the Bureau of Manufactures, Washing- 
ton, D. C., File No. 7568. a 

Two of the gasoline. tanks in the yards of -the 
Standard Oil Company, at Bayonne, N. J., ex- 
ploded one after another on the night of Novem- 
ber 6, with a concussion that rocked the town and 
broke many windows in Staten Island. The tanks 
each contained 20,000 barrels of gasoline, and at 
midnight the fire was visible for many miles 
around. Superintendent Davis Allen of yard No. 
3, who was near one of the exploding tanks, was 
severely burned, seven others being injured. Be- 
sides the two large tanks, some agitators and small 
tanks containing about 2,500 barrels of oil each 
were destroyed. A struggle was made to get the 
tank steamships away from the wharves, some of 
them being partly loaded with oil and others hav- 
ing a full cargo for foreign voyages. Tug skip- 
pers were used to get the steamships out of reach 
of the flames. The loss is estimated at from $50,- 
000 to $75,000. 








PERSONAL MENTION 














Bert Brookins is back at Wichita Falls after a 
two weeks’ visit to Oklahoma. 

Beman G. Dawes, of Marietta, O., has been in the 
Caddo field for several days looking after the Vivian 
Oil Company interests. 

W. B. Pyron, agent for the Gulf Refining Company 
with headquarters at Shreveport, La., has gone to 
St. Louis on company business. 

James Sharp, W. H. Lynne and John’F. Black, 
all officials of the Producers Oil Company, spent a 
few days in the Electra field. 

C. C. Brant, of Indianapolis, Ind., and C. C. Nel- 
son, of Ft. Scott, Kan., are in Oklahoma this week, 
looking after business interests. 

John McDonald, of Muskogee, Okla., spent, sev- 
eral days at Electra last week, looking out for the 
Atlas Supply Company’s interests. 

Cc. L. Titus, of Huntington, W. Va., oné of the 
old-time boys from up the creek, was in Electra 
last week, looking over the field. 

Waite Phillips and associates, of Bartlesville, 
Okla., spent several days at Electra last week with 
a view of taking a hand in the game. 

W. C. McBride, of St. Louis, was an Electra 
visitor last week. Mr. McBride has some valuable 
loldings in this field, which he is testing. 

Cc. C. Harter, of Greensburg, Pa., with present 
headquarters at Wichita Falls, is looking after Treat 
& Crawford’s interests in the Panhandle fields. 

C. K. McFadden, of Muskogee, Okla., has returned 
from a business trip to St. Louis, Mo. He has 
been spending the greater part of the past several 
weeks in the Texas Panhandle fields. 

R. H. Shrewsbury, of the firm of Kreps & Shrews- 
bury, Muskogee, formerly of Parkersburg, W. Va., 
is at his office again after three months’ illness. His 
many friends will be glad to hear of his recovery. 

G. T. Braden, of the Oklahoma Natural Gaz Com- 
pany, arrived in Tulsa Monday, after a several 
months’ trip abroad. His family accompanied him 
and they have returned to their home in Pittsburg. 

E. J. Bradford, of Tulsa, was registered at the 
Westland Hotel, Wichita Fails, and R. Blaine John- 
ston, who is drilling a well at Vernon, for some 
Beaumont people, was registered at the St. James 
hotel. : 

F. S. Wilbur, of Robinson, Ill, and Dr. W. H. 
Knapp, of Chicago, Ill., were at Electra last week 
looking over the field, togéther with B. A. McKin- 
ney, who has been stationed at Wichita Falls for 
some time. 

David B. Crawford, general manager of the Park- 
ersburg Rig and Reel Company, Parkersburg, W. 
Va., after visiting Oklahoma, looked over the Elec- 
tra field and continued his journey through the Gulf 
districts. 

Wallace Carney, formerly with the Central Fuel 
Oil Company at Bartlesville, Okla., has accepted 
a position with the Ardizzone Construction Com- 
pany and R. E. Markham of Tulsa, Okla., as book- 
keeper and stenographer. 

A. K. Gordon, secretary and treasurer 
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Standard Oil Company of Louisiana, while on a 
business trip to New Orleans, was taken ill, but 
after his return home to Baton Rouge soon recovered 
and is again actively at work. 

John Taggart has returned to Tulsa, Okla., after 
a several weeks’ visit with relatives at Tidioute, 
Pa. Since returning, “Jack” has been receiving 
congratulations on the arrival of a son. Mrs. Tag- 
gart and family will not return to Oklahoma until 
later. 

Ted Smith, the manager of the Frick-Ried Sup- 
ply Company’s store at Electra, was ill with pneu- 
monia, but is able to be‘about. There was a sudden 
change in the weather last week, with a little snow- 
fall and it is thought. that “Ted” contracted the dis- 
ease at that time. 


Invitations for the marriage of Miss Pearl Ethel 
Argue, daughter of Anson G. Argue, of Toledo, O., 
to Mr. Herbert Hood, have been received. The 
wedding will take place at the Argue home in To- 
ledo on November 29, and they will make their 
home in Detroit, Mich. 

Mr. and Mrs. Cal Dorn and daughter, Miss Doro- 
thy, are in Tulsa, Okla., to spend the winter. Their 
home is in Bradford, Pa., but since Mr. Dorn has 
interests in Oklahoma he spends a few months 
each year in the West. They are living in the 
Taggart home on South Detroit avenue. 

T. W. Overman, of Marion, Ind., and E. M. Neff 
of Lima, Ohio, comprising the firm of Overman & 
Neff, spént a few days in Electra last week, looking 


after their interests. These gentlemen have taken, 


up a big block of leases near Albany, Shackleford 
county, about 100 miles south of Electra. 

H. V. De Rousse, of the Oil Well Supply Com- 
pany, with headquarters at Pittsburg, Pa., was a 
caller at THE JoURNAL office last week. Mr. De 
Rousse has been looking after the company’s in- 
terests in Illinois and is now making a trip through 
Oklahoma, where he will take in the situation. 

The marriage of Miss Ada May Argue, daugh- 
ter of Mr. and Mrs. R. W. Argue, of Buffalo, N. Y., 
to Mr. C. W. Buckpitt, took place Thursday, No- 
vember 16, in Trinity Church, Buffalo.- After Janu- 
ary 1, Mr. and Mrs. Buckpitt will be at home to 
their friends, 347 Humboldt Parkway, Buffalo, N. Y. 

G. W. Logan, with offices at 509 Exchange build- 
ing, Denver, Colo., who is interested in the Canary 
Gil Company, of Independence, Kan., was a busi- 
ness visitor at St. Louis this week. Aside from his 
interests in the Mid-Continent field, Mr. Logan 
keeps a tab on far western developments and is 
always a welcome visitor. 


C. E. Hane,.of Tulsa, Okla., is still setting up 
the cigars on the arrival of a boy at his home last 
week. Mr. Hane is manager of the Okla Oil Com- 
pany with headquarters at Tulsa and is one of 
the most popular fellows in the western field. He 
formerly lived at Oil City, Pa., and moved west 
some years ago and has made good. 


Alfred M. Landon, son of J. M. Landon, of Inde- 
pendence, Kas., has resigned his position with the 
First National Bank of that city and expects to 
leave in a short time to look over prospects along 
the Pacific coast with a view of locating in that 
country. He has many friends and acquaintances 
in the oil country who wish him the best of luck. 


C. K. Clark, superintendent of the crude depart- 
ment of the Standard Oil Company of Louisiana, at 
Shreveport, has returned from a business trip to 
New York. He was accompanied by Col. Fred W. 
Weller, president of the company, who spent sev- 
eral days in Louisiana. They made the trip from 
New York to Atlanta by motor and report a very 
enjoyable time. 

George C. Priestley, of Bartlesville, Okla., was 
a caller at THe JourRNAL office last week. Mr. 
Priestley has figured in several large deals in the 
Oklahoma field and is one of the best known oil 
men in that section of the country. Alex Errick- 
son, of Warren, Pa., a producer in different fields, 
was taking in the sights in St. Louis with Mr. 
Priestley and also paid his respects. 

F. M. Selby, of Marietta, O., who is interested in 
the Selby, Cisler & Skelly partnership in Illinois, 
was a caller ‘at THE JoURNAL office. Mr. Selby says 
that the firm name has been changed to the Selby- 
Cisler Production Company. Mr. Selby also has 
interests in the Oklahoma field, and is making a 
trip through that country. He was very success- 
ful in the Gleen pool, in Oklahoma, having sold out 
at a good price. 

The Marshall, Tex., Messenger says that J. H. 
Littlefield, who for many years was connected with 
the Waters-Pierce Oil Company in that city, but 
bow in charge of The Texas Company’s roofing de- 
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partment at Atlanta, Ga., was visiting Marshall the 
first of the month, and said that upon his return 
to Atlanta he expected to give up the roofing de- 
partment and return to Houston, Tex., in the oil 
department of The Texas Company. : 


Many oil men are being entertained this week at 
the camp of the Oklahoma Hunting and Fishing 
Club, in the Choctaw Nation, the rendezvous being 
Cove, Ark. The club numbers among its members 
nearly all the prominent oil men of Oklahoma and 
this is its third annual camp. Glenn T. Braden is 
president; J. W. Zevely and W. S. Mowris, vice- 
presidents, and Manuel Hirsh, C. E. Strouvelle, J. H 
Evans, J. E. Crosbie, H. P. Anderson and H. L. 
Wood, directors. 

D. C. Stewart, vice-president and general man- 
ager of the Oklahoma Pipe Line Company, at Mus- 
kogee, Okla., has resigned his position. with that 
company and will remove to Corsicana, Tex., where 
he will continue active pipe line work. “Dave” is 
one of the pioneer pipe-liners, having devoted thirty 
years to this work and having been actively identi- 
fied with all the great projects which required un- 
usual skill. He built, among others, the Cumberland 
line through Kentucky and the Oklahoma line, two 
of the most difficult ever undertaken. 

R. D. McCully, manager for the Frick-Reid Sup- 
ply Company in the Okmulgee, Okla., district, with 
headquarters at Okmulgee, left that place about 
five weeks ago without informing his friends of 
his future whereabouts. They were surprised to 
learn that he turned up at Zelienople, Pa., where 
he married Miss Elizabeth Reed, and after a trip 
through the East turned back to Okmulgee, stop- 


ping off to visit a host of friends in Kansas and |, 


Missouri. Mr. and Mrs. McCully will reside at 
Okmulgee, where Mac will make some of the un- 
married supply hustlers stay in the harness to beat 
him to an order. 








IN THE COURTS 





























The district court at Sapulpa, Okla. has dis- 
charged the receiver for the Letcher Oil Company 
who was appointed a couple of weeks ago. The 
company was only in the hands of the receiver 
a few days, sufficient bond having been given to 
safeguard all interests and its financial troubles 
adjusted. 

A verdict in favor of the defendants was ren- 
dered by a jury in the Sixty-first district court at 
Houston, Tex., in the suit of Morris Rosenthal 
and others against the Sun Company, involving 
a strip of land in the proven territory in the Hum- 
ble oil field. Beside the land, the proceeds ob- 
tained from the sale of oil produced from the land 
during the time that this suit has been pending 
was also involved. 


The Lucas Oil Company and Legus C. Perry: 
man have filed suit in the United States district 
court at Muskogee, Okla., against Charles Brown 
to have an oil lease held by him cancelled and de- 
clared to be of no force and effect. The plaintiffs 
claim that they have a lease on a certain piece of 
property covered by Brown’s lease, and that they 
have done everything provided by law to perfect 
their lease, while Brown has done nothing. 

Ossian Cameron, of Chicago, Ill., a lawyer, who is 
widely known in Oklahoma, has filed suit againsi 
S. C. Henderson, of New York, head of the Superior 
Oil Company, for $100,000. damages. Cameron al- 
leges that while Henderson was on a New York 
Central train recently on his way to Oklahoma he 
dictated a letter to his stenographer, in which he 
stated that Cameron was a crook and unworthy of 
belief. It is alleged in the petition that the letter 
was given wide circulation. 

Suit has been brought by the Union Lumber Com- 
pany against W. E. Kent, W. C. Little, and others 
as stockholders in the Maylain Crude Oil Com- 
pany, operating in the Midway, Cal., field for the 
recovery of $2,691.54 alleged to be due the plaintiff 
for service rendered. It is set forth in the com- 
plaint that the Maylain Company is .a corporation 
of 285,000 shares, of which 243,425 shares are 
owned by the defendants. The plaintiff asks that 
the defendants pay the $2,691.54 sought in propor- 
tion to their holdings in the oil company. 

Judge Bennett, at Bakersfield, Cal., in the case of 
Doran, Brouse and Price, a corporation, against 
the Bunker Hill Oil Company, has rendered judg- 
ment in favor of the plaintiff. It is set forth by 
‘tthe court that the defendants wrongfully obtained 
three deeds of conveyance on September 25, 1908, 


which properly belonged to the plaintiff. It is 
ordered that the defendant convey to the plaintiff 
a deed without flaw for title to the southwest 
quarter of section 20-28-28. In return for this the 
plaintiff is ordered to pay the sum of $10,000. 


Claiming that he had been slandered by the Wa- 
ters-Pierce Oil Company and its agents, B. N. Brid- 
well, a dealer in oils at Fordyce, Ark., brought suit 
against the company in the Boone county circuit 
court to recover damages to the extent of $25,000, 
and was awarded judgment for $800. From this 
judgment the oil company appealed, the transcript 
of the proceedings in the lower court being filed 
in the supreme court. The plantiff alleges that-.the 
oil company and-its agents entered into a con- 
spiracy to drive him out of business by circulating 
reports that the oils he handled were of such a 
character as not to comply with the statutes of the 
state. 


Urging that the defendants are unprepared for 
trial and could make no defense if forced into court 
at present, attorneys for Sandals and Griffin, the 
well-known oil promoters, obtained another con- 
tinuance from Judge Killitts in the United States 
court at Cleveland, O. The trial was definitely 
set for December 4, and Judge Killitts warned the 
attorneys that no further excuses would be ac- 
cepted. Sandals and Griffin operated in Oklahoma 
under the firm name of Sandals, Griffin & Co., and 
are alleged to have misrepresented their holdings 
to stockholders in various companies until the gov- 
ernment took a hand in the matter. They promoted 
a number of companies, issued g!aring prospectuses 
and reaped a harvest as long as the game lasted. 





RECENT DEATHS 











Edward Walsh, a tool dresser, employed in the 
Muskogee, Okla., field, fell from the top of a der- 
rick on the night of November 10, and was instant- 
ly killed. 


Robert Sanderson, aged: 86 years, died in Tulsa, 
Okla., Saturday, November 11, at the home of his 
son, M. L. Sanderson, a prominent oil - producer. 
Interment was at Inlay, Mich. 


Edward Knott, a well known worker throughout 
the eastern fields sustained injuries in the Bridge- 
port, Ill., feld about a week ago which resulted 
in his death. He was well known in the Sandusky 
county, O., field where he was employed for a 
number of years. He is survived by his widow 
and three children. 


S. A. Green, a shooter, was blown to pieces by 
the explosion of 1,200 quarts of nitroglycerine at 
the Marietta Torpedo Company’s plant at Rine- 
hart, W. Va., November 6. Mr. Green was loading 
his wagon when he dropped a can of the explosive. 
Only a deep hole marks the site of the factory 
and where Mr. Green stood with his wagon. 


Judge John David Jones, one of the best known 
residents of Licking county, O., died at the Ohio 
State Hospital at Columbus, O., after an illness 
extending over a period of about two years. Judge 
Jones was born at Granville, O., March 2, 1845, 
and was prominently connected with the first dis- 
covery of natural gas in Licking county. Inter- 
ment was at Newark, O. 


James Zilles, aged 62 years, was killed in an acci- 
cent at Nowata, Okla., November 8. He was in the 
employ of the Prairie Oil and Gas Company and 
while looking over one of the company’s proper- 
ties in that district a mast of one of the rigs fell 
on him, causing his death. He was well known in 
the oil country, having been in the oil business in 
Pennsylvania and other fields before going to Okla 
homa. 


Wilson W. Smith, aged 48 years, one of the best 
known telegraph operators in the Pennsylvania oil 
regions, died suddenly at the Cumberland hospital 
in Brooklyn, N. Y., November 5. Deceased had 
been in poor health for the past few years. He 
was born at Chicora, Butler county, Pa., and dur- 
ing the early excitement found employment with 
the Western Union Telegraph Company. After a 
year’s service in Pittsburg he removed to Oil City, 
Pa., in the latter ’70’s and handled orders on the 
floor of the Oil City Oil Exchange during the live- 
liest days. For a time he was located in Brad- 
ford in charge of the private. wire of A. L. Lowrie, 
between the exchange there and in Oil City and 
later held a position of responsibility on the floor 
of the Consolidated exchange in New York City. 
About 20 years ago he returned to Oil City and 





accepted a position in the telegraph department of 





the National Transit Company. Last June he left 
Oil City to work in the office of the Postal Tele- 
graph Company in New York City and was in the 
employ of that company at the time of his death. 
He is survived by two sisters, Mrs. Jackson, of 
Chicora, Pa., and Miss Smith, of Butler, Pa. 


David Smith Cowles, at one time connected with 
the Standard Oil Company, died at his country 
home at Rye, N. Y., November 6, of pneumonia. 
Mr. Cowles, son of Edward Pitman Cowles, justice 
of the supreme court of New York for two terms, 
was born at Northampton, Mass., December 25, 
1857. After five years in the banking house of 
Morton, Bliss & Co., he became confidential man 
to William Rockefeller in the company’s financial 
department, and remained fifteen years. He was 
made a director of the Consolidated Tank Line 
Company, the Waters-Pierce Oil Company, the P. 
C. Hanford Oil Company and the Anglo-American 
Oil Company; a member of the domestic trade 
committee of the Standard Oil Company, and pres- 
ident of the Standard Oil Company of Minnesota. 
He resigned from the oil company in 1902, retain- 
ing his stock, and became a partner of his father- 
in-law, W. H. Parsons, in the paper business. He 
was prominent in New York politics, having served 
in the legislature. Deceased is survived by his 
widow and four children, Edward Boies, David S., 
Jr., and William H. P., and Elsie Parsons, and by 
two brothers, Charles P. and Justus A. B. Cowles, 
lawyers, of New York City. 


Henry F. James, one of the best known men of 
Venango county, Pa., died at his home in Sugar- 
creek township, a mile from Franklin, Tuesday 
evening, November 7, from the effects of a stroke 
of paralysis sustained while visiting the public 
schools. Henry F. James was born in Nantucket, 
Mass., December 3, 1841. He learned the trade of 


}| cooper and afterwards engaged in the whaling busi- 


ness, acquiring a good knowledge of navigation and 
for years braved the perils of the deep. Mr. James 
really began the oil business when but a boy, from 
the shore of Nantucket hunting for sharks and dog 
fish, using their livers for oil. He continued in 
this industry in a way until he merged into man- 
hood and before he attained his majority embarked 
on long whaling voyages. He filled every office 
on a whaling ship up to captain. In 1861, attracted 
by the great petroleum industry, he went to the oil 
country. Early in 1864 he superintended import- 
ant oil interests at Pithole and is numbered among 
the pioneers of this once famous field, bearing the 
distinction of building the first board house in 
the town. Since 1871 Mr. James has been a resi- 
dent of Franklin. He served three terms in the 
legislature. He is survived by his widow, one son, 
Frank, and one daughter, Mrs. Chas. H. Hollister; 
three brothers and one sister, O. S., of Bradford, 
Pa.; Horace, of Plainfield, Conn.; Alexander and 
Mrs. Middie Long, of Nantucket, Mass. H. G 
James, of Independence, Kan., is a nephew. 





BECAME OF AGE. 





Buck Self, of Mounds, Okla., became of age lasi 
Friday. This bit of news is not of interest to 
any one except the oil men, who have been watch 
ing Buck’s interesting career for the past severa' 
years. He is the owner of a very valuable piec« 
of land in the Creek Nation, Okla., and for som: 
time there has been considerable controversy a: 
to who would get-his land when he became of age 
As it now stands, the Prairie Oil and Gas Com 
pany is the owner of the land and Buck is muc! 
richer than he was this time last week. Man: 
attempts have been made to get Self away fror 
Oklahoma until he attained his majority, but the 
have been of no avail. The Prairie Oil and Ga 
Company got the best of the deal and is possesso 
of one of the most valuable tracts in the Oklahom: 
oil field. It is located about two miles east c’ 
Kiefer in the Glenn pool. A report was sent ou: 
that the Gulf Pipe Line Company had the proj: 
erty, but this is untrue. 





MORE OIL BURNERS. 





The annual report of the Lloyd’s Society contain: 
two sections of interest to the oil trade. On 
states that “there has recently been an unusuall: 
great demand for new steamers intended for ca:- 
rying oil in bulk. At the present time practical]: 
the whole of such tonnage is being built under this 
Society’s survey, for classification and in accorc- 
ance with the Society’s rules for such vessels.” 

The other part of the report referred to mer- 
tions the use of oil engines for ship propulsion. 
At the present time there are building or about to 
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be built with a view to classification in Lloyd’s 
Register, twelve merchant vessels which will be 
fitted with oil engines. The largest of these ves- 
sels will exceed 8,000 tons gross, and five others 
will be of 4,500 tons gross and upwards. The ma- 
jority are to be propelled by means of large 
Diesel engines. The report adds: “The experience 
which will be obtained with these engines will go 
far to settle the question as to the best type for 
marine purposes. The interest which is being tak- 
en in this development of marine engineering is 
shown by the fact that several of the largest 
firms of marine engine builders in this country 
have arranged for the manufacture of oil engines 
on the Diesel principle. Other forms of oil engines 
are being used for small powers, several firms now 
making reliable engines, some using ordinary 
lamp oil as’ fuel, others using the cheaper heavy 
oils such as shale oil, Texas oil, and residuum.” 

The “Vulcanus,” 1,179 tons gross, which wa. 
recently fitted with Diesel engines using heavy 
oi] as fuel, has made several short voyages, and 
has recently completed a voyage from Rotterdam 
to the Black Sea and back. Lloyd’s report says: 
“In her case the economy obtained during the ex- 
perimental trial has been maintained in ordinary 
working, and fier engines have been found to be 
reliable for prolonged non-stop work.”—Oil and 
Colors Trade Journal. 





UNIFORM OIL TESTS. 





The state oil inspectors of the country have 
been called for a conference, to be held in Chicago 
November 16, for the purpose of agreeing upon 
uniform rules for tests of oil and gasoline. The 
conference has been called by C. D. Chamberlain, 
secretary and. general solicitor of the National 
Petroleum Association, after a discussion by cor- 
respondence with the oil inspectors of the country. 
He has written letters to both Governor Stubbs 
and State Oil Inspector J. S. Longshore, of Kansas, 
in which he says that after a conference with the 
state oil inspectors of several states, and finding 
that all are in harmony throughout the various 
states he has addressed the governors asking them 
to authorize the oil inspectors of each state to 
aitend a convention for the purpose of agreeing 
upon a uniform law to be recommended in each 
state Legislature, making uniform tests for pe- 
troleum oil. 

Mr. Longshore doesn’t know whether he will at- 
tend or not but he stated that a uniform law for 
tests would be a great thing. 

The present hit and miss laws cause great loss. 
The oil may pass inspection in one state and be 
shipped to another. There it may not pass and the 
company is put to the trouble and expense of ship- 
ping it back to the refinery. It is also expensive 
in that it makes it necessary to have separate 
tanks for oil for different states. No two states 
have the same sort of rules for testing oil and they 
cught to be uniform. 





FIX DATE OF HEARING. 





WASHINGTON, Nov. 7.—The date for the hear- 
ing before the Commissioner of Internal Revenue 
at Pittsburg, Pa., to determine upon a uniform 
method of assessing the deterioration of oil pro- 
ducing properties in the application of the corpora- 
tion tax law has been fixed for November 22. 
While the law -provides that the deterioration of 
such properties shall be deducted from the assessed 
value of the property annually, there has been 
some difference in the methods employed for that 
purpose in the past. 


NOT DEAD YET. 





Although the highest courts of the United States 
have ordered and decreed that the Standard Oil 
trust no longer has or should have an existence, 
the law of Canada apparently shares the very 
common impression across the line that for bus- 
iness purposes the intricate and powerful organiza- 
tion created by Mr. Rockefeller will take. a long 
time dying—and is in fact very much alive today. 

The current issue of the Provincial Gazette as- 
sumes that this is so, for notice is given over 
the signature of Registrar B. H. Tyrwhitt Drake 
of the Supreme Court of this province to “the 
Standard Oil Company, incorporated, an unregis- 
tered foreign company doing business in British 
Columbia,” that it has been made co-defendant 
with the Imperial Oil Company, Ltd., in an action 
brought by Walter Bradshaw for damages for per- 
sonal injuries sustained by him while in the Stand- 





ard Oil’s employ, engaged in the construction of 
a tank for the Imperial Oil Company. The acci- 
dent is alleged to have occurred by reason of negli- 
gence on the part of the company’s foreman or 
superintendent, and by reason of defective ma- 
chinery in use. 

The writ in the action was delivered to the reg- 
istrar on October 20, and unless an appearance is 
entered by the defendant company prior to No- 
vember 25, judgment may be entered against it by 
default.—Victoria, B. C., Colonist. 





DIFFUSION OF FULLER’S EARTH. 





The United States Geological Survey has issued 
Bulletin 475 relating to the diffusion of fuller’s 
earth through crude petroleum and contains some 
interesting information. The report was compiled 
by J. Elliott Gilpin and Oscar E. Bransky. The 
following was taken from its pages: It is well es- 
tablished that the petroleum obtained from the 
sandstones of the Upper Devonian and Mississip- 
pian epochs, generally known as Pennsylvania oil, 
differs markedly from the natural oil found in the 
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PEARSON’S POTRERO DEL LLANO WELL IN MEXICO. 





Trenton limestone, usually designated Ohio oil and 
Trenton limestone oil. Both of these oils, in turn, 
are distinctly different from the petroleum occur- 
ring in the loose sands and soft shales of Califor- 
nia. The unconsolidated Tertiary clays, sands, and 
gravels in the southern United States, particularly 
in Texas, yield still another variety of petroleum, 
characterized by properties more or less different 
from those of any of the other oils. 

Not only do these differences exist in oils found 
in separate regions, but there are extreme varia- 
tions in color and specific gravity, as well as in 
chemical composition, in many oils occurring in 
neighboring localities. On the other hand, close 
resemblances are often found between petroleums 
of widely separated regions. Some of the South 
American and many of the European oils, for in- 
stance, have been found to possess properties very 
similar to those of the oils of the southern United 
States, while the oil from the “corniferous” lime- 
stone of Canada closely resembles the Ohio petro- 
leum. 

These variations in the oils of the United States 
and other countries have been carefully studied by 
many investigators. Warren, Storer, Mabery, Pel- 
ouze, Cahours, Schorlemmer, Beilstein, Markowni- 
koff, Engler, and Kurbatoff have devoted their lives 


s. 





to the subject. The questions that naturally arise 
in connection with the variations are, Are these 
differences fundamental? Is the Pennsylvania pe- 
troleum as distinctly different from the Ohio oil 
as one chemical compound is from another? In 
answer to these questions, the following extract 
from a paper read by Mabery in 1903. before the 
American Philosophical Society is of considerable 
importance: 

“Now, after years of arduous labor, I have 
reached the conclusion that petroleum from what- 
ever source is one and the same substance, capable 
of a simple definition—a mixture in variable pro- 
portions of a few series of hydrocarbons, the prod- 
uct of any particular field differing from that of 
any other only in the proportion of the series and 
the members of the series.” 

The evidence supporting this declaration has 
been and is accumulating constantly, and at the 
present time the view is generally accepted. 

If petroleum, then, is everywhere one and the 
same substance, how can the extreme variations 
between the American oils be explained? Were 
the causes operating in the formation of the Penn- 
sylvania oil, which is almost barren of sulphur and 
nitrogenous bodies, different from those acting in 
the production of the sulphur-bearing oils of Ohio 
or the heavy sulphur and nitrogenous oils of Cali- 
fornia? 

To account for the formation of crude petroleum, 
two theories, the organic and inorganic, have been 
advanced. The Pennsylvania oil, according to 
these theories, may have been formed from either 
organic or inorganic substances, or from both. It 
is as yet impossible, however, to state conclusively 
from which of these sources the oil was derived. 
It is apparent, therefore, that the differences be- 
tween the Pennsylvania and the Ohio, Texas, and 
California oils can not be explained on the assump- 
tion that the former was derived from organic re- 
mains and the latter from inorganic matter, or vice 
versa. If, however, the oils under discussion are 
organic in origin, they may have been formed either 
from vegetable or from animal remains. The fol- 
lowing discussion is based on the assumption that 
these oils were derived from an organic source. 

It has been suggested that the differences be- 
tween these oils may be accounted for by assign- 
ing a vegetable origin to the Pennsylvania oil and 
an animal origin to the others. Mabery states 
that— 

“It would seem that the small proportion of these 
bodies [sulphur, nitrogen, and oxygen compounds] 
in the Pennsylvania oil, as compared with the 
larger proportions in the limestone oils and Cali- 
fornia oil, should be strong evidence in favor of a 
different origin, that the Pennsylvania oil came 
from organic vegetable remains, which should per- 
mit of the small amounts of sulphur and nitrogen 
compounds from this class of oils.” 

Newberry, Peckham, Orton, and other geologists 
also favor the view that the Pennsylvania oil is of 
vegetable origin and is derived from the organic 
matter of the bituminous shales of the Devonian 
period. 

The association of this oil with a vegetable source 
has been compelled, it seems, first, by the fact that 
the oil is of a different character from the lime- 
stone oils of Ohio and those of Texas and Califor- 
nia; second, by the fact that the Pennsylvania pe- 
troleum is found in strata that bear but few fos- 
sils; third, by the belief that the Chemung and im- 
mediately overlying formations are barren in ani- 
mal organic remains; and fourth, by the exist- 
ence of large quantities of microscopic fossils, 
whose origin many believe is vegetable, in the 
black shales of the Lower and Middle Devonian 
formations to which many investigators are in- 
clined to refer the origin of the Pennsylvania oil. 

Pennsylvania oil differs markedly from the Ohio, 
Yexas, and California oils. Investigation has 
shown that it contains a much larger proportion 
ef the paraffin hydrocarbons and a much smaller 
percentage of benzene, unsaturated hydrocarbons, 
sulphur, and nitrogenous bodies. It is further gen- 
erally admitted that the Pennsylvania oil was not 
formed in place. These two facts aided strongly 
in assigning a vegetable origin to this oil. 

To what strata should the source-of the oii be 
referred? The great coal formations of Pennsy]l- 
vania, lying above the Chemung, seem at first 
glance to offer a solution. It is a notable fact, 
however, that these formations have not, up to 
the present time, been connected, either chemical- 
ly or geologically, with the Pennsylvania oil. The 
possibility exists that it may have been formed 
from vegetable remains in the Carboniferous for- 
mations above and reached its present position in 
the Chemung by downward diffusion. This view 
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rests on the physical fact that a liquid diffuses by 
the force of capillarity in all directions, downward 
as well as upward. Little attention has been given 
to this possibility, but it seems to deserve a care- 
ful study. Owing, however, to the universal asso- 
ciation of water under hydrostatic pressure with 
natural oil and gas, the migration of the latter is 
generally upward. This fact is attested by the ac- 
cumulation of oil in anticlinal folds when water 
is present and by the existence of the remarkable 
gushing oil wells. That the Pennsylvania oil, if 
not formed in place, ascended to its present loca- 
tion seems, therefore, more probable. 

In what strata below the Chemung, then, was 














ANOTHER VIEW OF PEARSON’S FLOWING WELL, 


the oil originally produced? It has been previously 
mentioned that a number of investigators refer 
the source of the oil to the black shales of the 
Lower and Middle Devonian. The organic matter 
of these shales is composed largely of microscopic 
sporangites, which suggest the existence, accord- 
ing to Orton, of masses of floating vegetation, or 
sargasso seas. According to this view, the Penn- 
syivania oil is of vegetable origin and its primitive 
abode was in the shales of the Devonian age lying 
below the Chemung formation, to which it ascend- 
ed under the influence of natural agencies. A sec- 
ond view, which assigns an animal origin to the 
oil, is that it was formed in the fossil-bearing 
strata of Chemung age and diffused to the sand- 
stone reservoirs in which it is now found, and that 
during such a diffusion its original character was 
changed. Prof. C. K. Swartz, of Johns Hopkins 
University, who has made a critical study of the 
Chemung strata in Maryland, states that fossil re- 
mains exist in considerable abundance in the strata 
of this age in Maryland and adjoining areas. In 
Pennsylvania the corresponding strata have been 
found to bear many fossils. It is possible, there- 
fore, that the oil may have formed in these strata 
and then diffused to strata barren of fossil re- 
raains, where it now exists. 

The evidence accumulated in this investigation 
seems to show that it is not necessary to assign 
a vegetable origin to the Pennsylvania oil to ex- 
plain the. differences between it and the oils of 
Ohio and California. It is clear from the results 
of this and other investigations that when such 
cils as those of Ohio, California, and Texas, which 
seem to be animal in origin, are allowed to diffuse 
through such porous media as fuller’s earth, they 
yield oils very similar to those of Pennsylvania. 


By assuming, therefore, that the Pennsylvania oil 
migrated from some primitive source, in which it 
may have been formed from animal remains, 
through shales, limestones, and sandstones, its 
peculiar character can be understood. 

Wherever the original home of oil may have 
been, it seems probable that it migrated to its 
present location from below. It is with the changes 
occurring to crude petroleum as a result of such 
a migration through porous strata that the present 
investigation is primarily concerned. 

In 1897 David T. Day, on his own observations 
and those of John N. MacGonigle, proposed the 
view that the Pennsylvania oil, at some past time, 
possessed properties very similar to those of the 
Ohio oil, but that in its migration to its present 
abode from strata below its character was changed. 
Guided by this view, Day conducted, in the labora- 
tories of the United States Geological Survey, an 
investigation into the changes occurring in crude 
petroleum, when allowed to diffuse through porous 
media, such as fuller’s earth. He demonstrated 
clearly that an oil resembling the light Pennsylvania 
oil could be readily produced in the laboratory from 
the heavier crude Ohio oil. Glass tubes were packed 
firmly with the dry earth, through which the crude 
oil diffused by its own force of capillarity. From 
the earth of the upper sections of the tubes very 
light, even colorless, oils were liberated by treat- 
ment with water; from the earth of the lower sec- 
tions of tubes much darker and heavier oils were 
obtained. 

The fractionation, it will be observed, is effected 
entirely by capillarity; oils with different surface 
tensions rise with different velocities through the 
capillary openings, such as the fine interstices and 
minute pores of the fuller’s earth. A separation 
of the various constituents making up the complex 
of any one oil is thus brought about. The view once 
held that this phenomenon is chemical was clearly 
disproved by Engler and Albrecht in 1901, and later 
by other investigators. 

Any medium, therefore, sufficiently fine grained 
and porous to afford eapillary spaces, causes a sep- 
aration of the constituents of any mixture, provided 
they possess different surface tensions. The com- 
pact sandstones, shales, and limestones that recur 
in many cycles throughout the earth’s crust present 
an excellent medium for the separation of the con- 
stituents of so complex a mixture as petroleum. 
The force of capillarity, assisted by the hydrostatic 
pressure of the water occurring in the interior of 
the earth, acting over vast periods of time, is, it 
seems safe to state, sufficiently powerful to trans- 
port the oil from the lower strata to those above. 
That the conditions, therefore, to cause such a mi- 
gration, with the consequent fractionation of the 
original oil, are abundantly present appears extreme- 
ly probable. 

The members composing the natural oil may be 


grouped under the following general heads: Paraf- 
fin; aromatic, unsaturated hydrocarbons; and sul- 
phur, nitrogen, and oxygen compounds. The be- 


havior of the paraffin and unsaturated hydrocarbons 
when subjected to fractionation will be considered 
first. 

Day early observed that the unsaturated hydro- 
carbons are less diffusible than the paraffin hydro- 
carbons. Later, Gilpin and Cram demonstrated that 
when petroleum is allowed to diffuse through tubes 
packed with fuller’s earth, the unsaturated hydro- 
earbons collect in the earth of lower sections of 
the tubes, while the paraffins tend to accumulate in 
the lightest fraction at the top of the tube. In the 
present investigation these results have been fully 
confirmed. 

A comparison of the proportions of the unsaturat- 
ed hydrocarbons in the Ohio and Pennsylvania oil 
shows that the latter contain a much smaller per- 
centage of these hydrocarbons. By assuming that 
the Pensylvania oil diffused upward through such 
porous media as shales and limestones to its pres- 
ent location in the sandstones, it is possible to ac- 
count for the smaller amounts of the olefines in 
it on the basis of the experimental work described 
above. In its passage through the capillary inter- 
stices of the clays, limestones, and sandstones, a 
fractionation, resulting in the removal of the un- 
saturated hydrocarbons, probably occurred. It is 
reasonable to conclude, therefore, that the variation 
in the content of unsaturated hydrocarbons between 
the Ohio, Texas and California oils, on the one hand, 
and the Pennsylvania oil, on the other, can prob- 
ably be accounted for by assuming that- the Penn- 
sylvania oil was subjected to capillary diffusion at 
some time in its career. That the light-colored 
naphthas occurring in different parts of the world 
were originally darker and heavier oils, and that 





their primitive character was changed by diffusion 





through media possessing the power of fractiona- 
tion seems very probable. 

The behavior of the aromatic hydrocarbons, in 
particular benzene, in passing through fuller’s earth 
constitutes one of the subjects of this investigation. 

The proportion of hydrocarbons in the Illinois 
oil investigated was too small to enable us to de- 
termine accurately their amounts in the fractions 
obtained by the capillary diffusion of the crude oil. 
The ordinary methods, such as nitration with the 
mixture of nitric and sulphuric acids, and sulphon- 
ation, employed for the quantitative determination 
of the aromatic hydrocarbons, could not be used in 
this work, owing to the fact that these reagents 
readily affect the unsaturated hydrocarbons as well. 
A study of the conduct of the aromatic hydrocar- 
bons in the natural oil containing large amounts of 
them will be undertakeu in the near future. It is 
probable, however, that the benzene and homolo- 
gous compounds in crude petroleum behave like the 
unsaturated hydrocarbons. 

The presence of larger amounts of aromatic hydro- 
carbons in the Ohio than in the Pennsylvania petrol- 
eum, and of still larger amounts in the California 
and Texas oils, seems to afford further evidence in 
favor of the view that the Pennsylvania oil has un- 
dergone much greater diffusion, and consequently 
greater fractionation, than any of the other oils. 





TIPS FROM THE GOVERNMENT. 





United States Geological Report on Carlisle District. 


The United States Geological Survey has given 
out an advance statement based on geologic field 
work just completed in co-operation with the Illi- 
nois Geological Survey. The purpose of this tip to 
the oil men and land-owners. is to divert random 
wildcatting from unpromising territory to explora- 














he orate 


PEARSON’S WELL UNDER CONTROL. 


tion in areas whose rock structure and other geol- 
ogic factors hold out greater promise for the occur- 
rence of oil pools. The statement is as follows: 
Discovery of the Carlyle, Illinois, oil field last spring 
and the intense excitement attending it have aroused 
great interest in oil and gas prospecting throughout 
the southwestern part of the state. An oil boom 
can be compared only to a gold rush. There is a 
mad scramble for claims or leases and many things 
are done by sensible men which later appear wild 
and foolish. Stories of happenings at Carlyle, in 
the spring of 1911, will long be told by those who 
were present and felt the fever in their veins. The 
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extreme means used to persuade and coerce land 
owners, the wild speculation in leases, the losses and 
gains of thousands of dollars, and the consequent 
demoralization of all other lines of business made 
impressions which will not soon be forgotten. Many 
seasoned oil operators paid fabulous prices, ten, 
twenty, and even thirty thousand dollars each, for 
leases on farms several miles from the nearest wel: 
and most such farms were found to have no oil 
under them. 

Much money is even yet being spent in random 
drilling or wild-catting far away from the produc- 
ing territory; but most cf such wells are unproduc- 
tive and the money spent in getting the leases and 
in sinking the wells is lost. No one, not even a 
geologist, can tell where oil and pools exist 
before the drill is put down; but the geologist can 
without question, after making a careful. examina- 
tion of the territory, sort it out into favorable and 
unfavorable districts. Indeed, before oil had been 
found at Carlyle the district was pointed out by the 
Illinois Geological Survey as a promising place for 
the accumulation of oil -and gas. 

Survey Discovers Good Signs. 


In the summer just passed, E. W. Shaw of the 
United States Geological Survey, has been making 
a detailed study of a large part of Clinton, Wash- 
ington and St. Clair counties and has discovered 
several districts in addition to that at Carlyle in 
which at least the structure of the rocks is such 
as to favor the accumulation of oil and gas, where 
as the remainder of the territory probably contains 
nothing but salt water. A report of this work will 
be published just as soon as possible by the IIli- 
nois Geological Survey with which the United States 
Geological Survey co-operates, and it is hoped that 
it will be ready for distribution by the spring of 
1912. At present the results of this Survey have 
not yet been fully determined; that will take many 
weeks of study, but in order to place within reach 
of interested parties such as is now presentable— 
information which it is hoped will enable the op- 
erators to avoid unpromising territory—the more 
likely places are enumerated below. 

The principal known factors governing oil and 
gas accumulations are (1) structure or lay of the 
rocks ,(2) the presence and shape of a good reser- 





voir or sand, and (3) the size and relative positions 
of bodies of salt water. 

A curious fact in connection with oil and gas ac- 
cumulation is that water through a greater capil- 
lary attraction can drive oi] out of certain kiuds 
of porous rocks. The places for oil accumulations 
are thus in the kinks and corners of porous rocks 
where the oil is protected somewhat from the pres- 
sure of the water. Furthermore, since oil and gas 
are lighter than water, they commonly take a posi- 
tion in the uppermost part of a porous stratum 
where such a stratum is overlain by impervious ma- 
terial such as clay. An intelligent search for oil 
bodies must therefore take into account all the items 
enumerated above. 

In southern Illinois, thé sources of geologic in- 
formation are chiefly rock exposures and well rec- 
ords but to a small extent also the surface features. 
Although ‘the layers of rock are nowhere exactly 
parallel and they vary considerably in thickness, 
yet they are everywhere approximately parallel and 
the lay of the beds far below the surface can be in- 
ferred by working out, from rock outcrops and well 
records, the lay of beds at or near the surface. With 
regard to the character of the rocks far below the 
surface much can be learned by studying these rocks 
in areas where they outcrop at the surface. Infor- 
mation on salt water bodies comes almost entirely 
from deep wells and hence is wanting until such 
wells are sunk. 


Places to Drill for Oil. 


By the methods suggested in the preceding para- 
graphs the following places have been selected as 
worthy of being tested for oil and gas: 

: (1) The vicinity of Darmstadt, northeast of Lenz- 
urg. 

(2) About Marissa and extending for 
miles toward Oakdale. 

(3) Between Nashville and Addieville. 

(4) The vicinity of Hoffman. 

(5) Between Mascoutah and Okawville. 

(6) Between Trenton and Breese. 

(7) In a belt extending from a few miles north 
to a few miles south of O’Fallon. 

(8) The central part of Irishtown township 
northeast of Carlyle. 

(9) One to three miles northeast of Bartelso. 


several 








A more exact statement of positions and limits 
of the likely districts must await further study. It 
is not to be assumed that all of these districts men- 
tioned contain pools of oil or gas, but only that 
conditions seem to be much more favorable than in 
surrounding territory. 

The oil and gas pools of Illinois have all been 
found in districts where the geology is similar to 
those enumerated above, but there are probably 
many such districts where no oil and gas exist. 
Judging from these facts, it would appear likely 
that if any oil is found outside the districts men- 
tioned above, it will be where there are similar con- 
ditions but where the geology is so obscure that they 
have not yet been discovered. 





PLACING THE BLAME ON ADAM. 


In some quarters, it is lamented that oil men will 
not voluntarily suspend production, nothing but the 
actual breaking of their necks being of sufficient re- 
straining strength to make them quit. In the same 
quarters, it is assumed that oil men are conspicuous 
because of this particular trait. 

We venture that this trait is nothing more nor 
less than old human nature working itself out, after 
all. Looking around, the observer perceives that the 
farmer raises corn until the market won’t have it, 
the grape grower adds vineyard to vineyard, the mer- 
chants keep more shops going than there is demand 
for, newspapers multiply beyond all reason, and doc- 
tors and lawyers are thicker than dead leaves 
around a country school house late in autumn. No, 
the oil man is no exception. He does what he does 
to his own disadvantage, very much after the fash- 
ion of his brothers, the other fellows. It is in his 
system, and he must get it out, although, it must 
be said that his business is more subject to co-op- 
erative control, lending itself more agreeably to 
stoppage of economic waste, than most other lines 
are. In that sense, the oil gentleman may be re- 
garded as a slightly greater fool than the farmer 
gentleman, the storekeeping gentleman or the pro- 
fessional gentleman.—The California Oil World. 

It would appear from the foregoing that “In 
Adam’s Fall, We Sinned All.” 

















WEEKLY RECORD OF OIL FIELD OPERATIONS 











ELECTRA STILL COMING. 


is being proved by the fact that opera- 


deep pay, but so far, only one is below 


fields. At Moran, in Shackleford 





ELECTRA, Tex., Nov. 11.—With the 
addition of four new wells completed 
the past week, Electra now has a pro- 
duction of 12,000 bbls. daily, a splen- 
did record for this little field. 

The Corsicana Petroleum Company, 
the producing end of the Magnolia 
Petroleum Company, completed No. 
10 Woodruff-Putnam making 1,000 





bbls., and No. 1 Allen, a 10-inch hole, | 


pumping 200 bbls. The same com- 


pany’s No. 11 Woodruff-Putnam, com- | 


pleted last week with an initial out- | 


put of 1,750 bbls., is now reported to 
be making 2,400 bbls. daily, easily the 
best well of the field. 

The Producers Oil Company has an- 
other good well in No. 10 Stringer, 
making 600 bbls., and the Red River 
Oil Company has completed two more 
producers on its fee land, No. 6, flow- 
ing 650 bbls., and No. 7 flowing 1,000 
bbls. 

All of the above wells are in the 
proved pool and in what is known 
as the 1,000-foot sand. This sand va- 
ries, running from 950 feet to 1,050 
feet. It is the most prolific tested 
to date, although the Corsicana Pe- 
troleum Company has a fine well at 
1,901 feet which has been producing 
for several months, 

Interest naturally centers in the 
Benson Oil Company’s test on the 
Douglass land and in the Red River 
Oil Company’s new well on the Allen 
lease. Both of these tests are over a 
mile from the proved pool and while 
both are not very large, there is suffi- 
cient oil to warrant a great deal of 
confidence in the Electra field. This 





tors from all over the country are ar- 
riving daily and within the next few 
weeks, 20 wildcat wells will be drill- 
ing. This is an assured fact as loca- 
tions have been made and materials 
are on the way. 

To the men already on the ground 
and who have pinned their faith on 
the Electra field itself, the develop- 
ment recently has relieved their 
minds to a great extent, particularly 
those who have invested their money, 
and these men are now expecting one 
of the greatest fields developed in the 
southwest country. The field has 
many advantages, one of which is the 
many sands that produce oil in pay- 
ing quantities, one of the most un- 
usual features in the history of the oil 
business. That a large pool is sup- 
plying these many sands, there seems 
to be no doubt and that it will ulti- 
mately be discovered is certain if it 
really exists. Not only is the field at 
Electra being thoroughly exploited, 
but the increasing wildcat tests with- 
in a radius of over 50 miles from the 
field is the surest indication of the 
confidence of the men who are putting 
their money into the work. 

In the field itself, the fact that no 
dry holes have been completed below 
the sand found by the Corsicana Pe- 
troleum Company in its third test, at 
1,901 feet, leads to the belief that the 
big pool will be found below that 
depth. Most of the operators, how- 
ever, have been content to stop at 
the 1,000-foot sand, where pay is 
found and good wells at that depth. 
It is true that a number missed this 
upper sand and are going for the 





that depth, the ‘Producers Oil Com- 
pany No. 1 Rogers, located several 
miles southwest, having reached a 
depth of 2,260 feet and is still drill- 
ing. 

One of the most remarkable fea- 
tures of the field is the average pro- 
duction per well. On this date, 35 
wells are producing, with an average 
production of 350 bbls. There is a 
good deal of money changing hands 
in the Electra field these days, which 
is very good evidence of the confi- 
dence displayed. Of course the un- 
expected may happen, but it would be 
pretty hard to make anyone believe 
this who has taken a trip through the 
field and seen the money that is be- 
ing spent for leases and operating 
purposes. Everybody seems confident 
and more than willing to take a 
chance, if they can get in. As a re- 
sult of the two outside completions, 
considerable land has changed hands 
and unusual activity will be the re- 
sult. 


Some Wildcats. 


Dr. Miller and associates, of Los 
Angeles, have located a well in the 
south central part of Archer county, 
near the town of Archer City, and are 
rigging up; McReynolds and asso. 
ciates are drilling in the old hole at 
Chillicothe, at the intersection of 
Willbarger and Hardeman counties; 
a derrick is up on the Webb ranch 
near Fulda, ‘Baylor county, and will 
be started this week. Beside the 
above, several other tests will be 
started within a few days about 15 
miles south and west of the Electra 





county, 100 miles a little west of 
south, The Texas Company has three 
gas wells, which is encouraging to the 
wildcatters who are starting rigs be- 
tween Electra and Moran. A great 
deal of leasing has. been done in 
Young county, several shallow water 
wells showing gas being responsible 
therefor. It is reported that the Pro- 
ducers Oil Company, which has taken 
a large acreage in this county will 
drill three wells. Then in Coleman 
county, at Trickham, 160 miles south 
of Electra, comes the report that a 
small gasser had been struck at 951 
feet. 
An Unattractive Proposition. 


The offer of the Wichita Falls 
Chamber of Commerce to pay any 
one $10,000 for a 200-bbl. well within 
a radius of 10 miles from the town 
still goes a-begging. The stipulation 
that it must be drilled to 2,000 feet 
is what is keeping the operators off, 
as a 2,000-foot hole is liable to cost 
the operator more than the town of- 
fers as a bonus. The town does not 
care for the well and is willing for 
the prospector to keep it if a success: 
ful well is developed, all it cares for 
is to have oil adjacent to the town. 
But even the prospect of a 200-bbl. 
well does not interest the operators, 
as there is no provision for a dry 
hole. It would be well for the Cham- 
ber of Commerce to raise enough 
money to drill a deep test, hire a 
competent contractor to drill the hole 
and pay him the regular price ($3 
per foot) that he is now getting in 
the Electra field. 
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The Field’s Operations. 


The Corsicana Petroleum Company 
is drilling No. 6 at 650 feet; No. 7 at 
1,250 feet; No. 12 at 900 feet and No. 
13 is a rig, all these on the Woodruff- 
Putnam lease. The same company’s 
Allen No. 2 is down 550 feet; No. 1 
Honaker, is drilling at 400 feet; No. 1 
Woodruff, is down 900 feet and No. 2 
on the same lease is drilling at 300 
feet; No. 1 Cross & Brown is drilling 
at 750 feet; No. 1 Brook is a rig; No. 
1 on a lot offsetting the Benson Oil 
Company’s well, is a location and No. 
6 Woodruff is drilling at 1,400 -feet. 
This company has close to 6,500 bbls. 
of production daily from 14 wells. 

The Producers Oil Company has 4,- 


000 bbls. daily from 13 wells and is | 


drilling No. 4 at 1,775 feet; No. 7 at 
650 feet; No. 6 at 550 feet, and No. 9 
at 1,000 feet, all on the Stringer lease 
directly west of the Corsicana Petro- 
leum Company’s rich Woodruff & Put- 
nam lease. 
is also drilling Rogers No. 1, at 2,260 
feet; No. 8 Waggoner at 1,850 feet 
and No. 9 at 1,865 feet; No. 10 at 300 
feet and No. 11 at 700 feet, all on the 
Waggoner lease. The same company’s 
No. 1 Beat is down 1,800 feet; No. 1 


Tate and No. 1 Marriott are still shut | 


down on account of litigation; and 
No. 1 McBirney is fishing at 750 feet. 
Red River Company’s Success. 

To 2,500 bbls. of oil daily from six 
wells, one a very shallow well mak- 
ing 50 bbls., the Red River Oil Com- 
pany has added 1,650 bbls. of oil the 
past week, giving the company a total 
of better than 4,000 bbls. daily. This 
company has a little lease just north 
of the Corsicana Petroleum Com- 
pany’s Woodruff & Putnam lease 
which it owns in fee and has drilled 


eight wells, all producers. This is the | 


same company which brought in Al- 
len No. 1 over a mile to the west of 
its other production, the success of 
the recent extension making things 
hum in the field. The Red River Oil 
Company is not drilling at present, 
but has rigs up for Nos. 8, 9, 10, 11 
and 12 on its fee land. The Allen 
test is not producing, but is showing 
for a good well, casing being set the 
early part of last week. 

Other Tests. 


Clark & Harbin got a showing of 
gas at 843 feet and will case and test 
at this point. The Culbertson well 
which made a small pumper, is being 
deepened and is now 1,200 feet deep; 
Robbins & Ramsey No. 1 Woodruff 
Heights, is down 885 feet; Wier & Co. 


No. 1 Woodruff Heights, is drilling at | 


1,065 feet; Denison and associates 
No. 1 Woodruff Heights, is a rig and 
Dale & Co. No. 1 Woodruff Heights 
is drilling at 900 feet. The heights 
has been cut up into lots and the 
above four wells are drilling on some 
of these lots. 

Bierbaum & Co. No. 1 Douglass, i3 
drilling at 690 feet, and the Ninety- 
Nine Pumping Company is setting cas 
ing at 1,100 feet. 
No. 1 Woodruff, 
Wood & McAllester No. 1 Sheldon is 
drilling at 1,114 feet; W. C. 
No. 1 Sheldon is down 1,100 feet and 
No. 1 Krohn is a rig. 

The Palmer Oil Company No. 1 
Sheldon is rebuilding a-rig, the old 
rig having been dGéstroyed by a fire; 


Matthews No. 1 Sol Williams, is down | 


~ 


300 feet; W. S. Mowris, No. 1 Fields, 
is drilling at 500 feet and No. 1 
Showers, is down 1,760 feet; Overman 
& Neff No. 1 Flusche, is shut down at 
1,365 feet; G. C. Wood (formerly the 
Electra Oil and Gas Company) Allen 


No. 2, is 530 feet and No. 3 on the 
same lease is down 545 feet; the 


Honaker Oil and Gas Company (the 
Producers Oil Company) is drilling at 
1,250 feet; Wichita County Oil and 
Gas Company No. 1 Bierbaum, has a 


The Producers Company | 


‘Whitehall & Burns | 
is down 1,100 feet; | 


McBride 


plugged hole at 1,395 feet; Deering & 
Son No. 1 fee, is drilling at 700 feet; 
the Woolf Drilling Company No. 1 
Honaker, is down 500 feet. J. Arthur 
Hull No. 1 Webb, J. A. Bickley No. 1 
Woodruff Pasture, and the. Electra 
Oil Field Company No. 1 Allingham, 
are rigs. A location: has been made 
and therig hauled inby Flanagan & 
Russell, two miles southeast of Elec- 
tra. 
| The next week or ten days will 
| show alarge increase of new work as 
| with the two extension wells in and 
| producing, the field will get a hustle 
| on itself. 
Petrolia Gasser. 
| The Lone Star Gas Company com- 
pleted one of the largest gas wells to 
date in the Petrolia field. The well is 
on the Joyce land, is a 10-inch hole 
and is reported to be good for 30,000,- 
000 feet in the 1,700-foot sand. Fort 
Worth is being supplied with gas 
from Petrolia, it being one of the 
best gas fields in the southwest. 
Several hundred tests have been 
made for oil in this field, but for the 
most part, the wells have been small. 
The J. M. Guffey Petroleum Company 
got a fine well last December, but it 
did not hold up very long and a sec- 
ond test was so small as to warrant 
no further drilling. Petrolia is in 
Clay county, about 40 miles due east 
of the Electra field. 








i 


W. E. Lockhart, 
F. 
Clay Scheide. 


TEXAS-—-LOUISIANA 
DULL WEEK AT CADDO. 


SHREVEPORT, La., Nov. 12.—An 
; abnormally quiet week with four com- 
| pletions, one of which was a gasser 
|}and another a dry hole, was the Cad- 
do record for the past seven days. 
Of the two oil wells, neither would 
| flow and one will be blowed with gas 
and the other will be put on the 
| pump. 

| The Producers Oil Company com- 
|pleted No. 18 Levee Board, a salt- 
| water well, in section 8-21-16, 680 
|feet west and 300 feet south of the 
northeast corner of the section. This 
|is in the territory known as the Mon- 
| terey district and only goes to prove 
| that this portion of the field, with a 
|few big wells, is as spotted as the bal- 
ance of the producing districts which, 
with each big well, 
anew that the big pool of the field 
had been found. It is true that the 
Monterey district had the largest in- 
dividual big wells of the field and 
probably has produced as much oil as 
the most prolific district in the entire 


E. L. 








raised the belief | 


field, but the number of dry holes, to- 
gether with the brief life of most of 
the big wells, has put this district on 
the same plane as the older portions 
of the field. 

The Monterey district is still de- 
creasing in production, Levee Board 
No. 17 making only 2,100 bbls. of Food 
oil and No. 8 Harrelk making 2,500 
bbls., both of these wells belonging 
te the Producers Oil Company. 

The Gulf Refining Company com- 
pleted No. 5 Ferry Lake, in section 
10-20-16, a mile east of the first three 
wells on the lease. No. 5 would not 
flow, and it is being rigged up to 
pump. This company’s No. 6 on the 
same lease, in the southeast corner of 
the southwest quarter, is nearing com- 
pletion and is due this week. 

The Sun Company completed No. 41 
Jolley, in the southwest quarter of the 
northeast quarter of section 22-22-15, 
the hole standing up 600 feet in fluid, 
but lacking the gas to flow. It is 
being rigged up to blow with gas. 

The Louisiana-Texas Natural Gas 
Company completed its No. 1 in the 
northwest corner of the northeast 
quarter of section 29-20-15, the well 
showing 170 pounds’ pressure. It will 
be used on the line to supply Mar- 
shall, Tex., with gas, this line and the 
new well beingdrilled by The Tex- 
as Company. 

The Gulf Refining Company is bail- 














OLD BUCKEYE PIPE LINE RUN DEPARTMENT AT LIMA, O. 


Kirk, R. P. Hughes, 
A. Louy, Geo. Snyder, Jas Dunn, Arch. Peck, J. P. Seward, 


L, Christen, H. S. Standish, Chas. Mooney, 
A. Ackerley, Chas, Doran, 


| ing the 6-inch casing in DeBusk No. 
/1, in the southeast corner of the 
southeast quarter of the northeast 
quarter of section 5-21-16, the com- 
pany’s two other tests on the lease 
having been shut down waiting on the 
result of No. 1. 


Some New Locations. 

The Koster Oil Company located 
No. 19 in the center of the southwest 
quarter of the southeast quarter of 
section 34-21-16; the Standard Oil 
Company located Stiles No. 51 in sec- 
tion 27-21-16 in the northwest corner 
of the southeast quarter of the north- 
west quarter of the section, and No. 
52 Stiles in the northwest corner of 
section 28-21-16. The Producers Oil 
Company located No. 19 Levee Board 
385 feet east and 200 feet north of the 
southwest corner of the northwest 
quarter of the northeast quarter of 
section 9-21-16; No. 20 Levee Board 
| 1,520 feet south and 200 feet west of 
| the northeast corner of the northeast 
quarter of section 8-21-16; Russell No. 
5, 1,400 feet west and 210 feet north 
of the southeast corner of the north 
half of the southwest quarter of sec- 
tion 3-20-16, and Land No, 1, 230 feet 








west and 77 feet south of the north- 
east corner of the southwest quarter 
of the northwest quarter of section 
28-22-15. 

The Sun Company located Jolly No. 
45, 160 feet north and 143 feet west 
of the southeast corner of section 22- 
22-15. The Arkansas Natural Gas 
Company located Barr No. 1 in the 
southwest corner of the southwest 
quarter of section 28-22-15. The J. 
M. Guffey Petroleum Company made a 
Iccation for Watson No. 1 in the 
southeast corner of the Watson sur- 
vey in Marion county, Tex., near the 
southwest corner of section 5-21-16. 

A. V. B. 


GULF COAST 
FEW WELLS COMPLETED. 


BEAUMONT, Tex., Nov. 11.—Truly 
the Gulf Coast region is experiencing 
very quiet times, and this week has 
not changed conditions. In the Texas 
coastal fields there have been five 
completions, of which three are pro- 
ducers and two were dry holes. The 
total new production from the three 
producers amounts to 82 bbls., cer- 
tainly a remarkably small increase 
fur the week. Time has accomplished 
wonders and operators who today look 
upon a 50 or 100-bbl. well as a paying 
proposition are the same ones who 
used to scoff at the idea of bringing 
in a two or three hundred barrel pro- 
ducer a few years ago. 

Saratoga secured 60 bbls. new pro- 
ductiun from the J. M. Guffey Petrol- 
eum Company’s No. 7 Taber. This 
completion makes the seventh pro- 
ducer the Guffey company has 
brought in out of the last seven wells 
drilled. Each one has been drilled 
into a shallow sand which has proved 
to be productive, not only for the Guf- 
fey company, but also for the Sun and 
Producers companies. The gravity of 
the oil from Taber No. 7 is somewhat 
heavier than has been the gravity of 
the oil from the other wells drilled, 
and because of the fact that No. 7 is 
206 yards farther north than the other 
completions, the general belief is that 
the location was an edge spot. To 
strengthen this idea the result of the 
Creighton-McShane Oil Company’s 
test No. 11 McShane is noted. This 
well was tested a few days ago and 
came in dry, its location being north 
of Guffey company’s Taber No. 7, so 
the belief seems somewhat warranted. 

Batson had one completion, the 
Guffey Company being the owner of a 
12-bbl. well, Wing No. 124. A week 
or two ago this test came in salt wat- 
er, from a deep strata; the produc- 
tion just mentioned comes from a 
shallow strata which was tested after- 
ward. 

For the first time in several weeks 
the Humble field has recorded a pro- 
ducer, in the completion of the Dig 
Hard Oil Company’s No. 5 Dubois, 
good for 10 bbls. 

Spindletop fell down completely, the 
only completion being dry. It is sel- 
dom that the “Hill” fails to bring in 
a producer each week, sv interest will 
be centered in the result of the tests 
now drilling in the hope that some- 
thing worth while will be the out- 
come. 

In the Louisiana coastal fields there 
were no completions at Jennings 
or Welch and only one. at Vinton. 
The Crowley Oil and Mineral Com- 
pany abandoned its No. 1 Gray test 
at a depth of 2,400 feet. The drill 
was in a salt rock formation, when 
operations were discontinued. 

At Markham the Burke Oil Com- 
pany has started drilling its No. 5; 
the Hardy Oil Company has stopped 
work temporarily on its No. 38, as the 
drill went into a gas pocket, and it 
was decided to utilize the gas for fuel 
purposes in operating the producing 
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McEvoy Wireless Well Strainers 


Are Ideal Construction and Equal to all Emergencies; All Sizes and All Styles, BUT ALL “WIRELESS” 





YOU CAN ROTATE, DRIVE OR 
PULL THEM, SAME AS PIPE 








They have Brass Strainer Buttons to resist the action of Salt Water, Sulphur and the Mineral Acids. 
They , are made in Line, Merchant, Drive, and Flush Joint Pipe, also Black or Galvanized. 


J. H. McEVOY & COMPANY HOUSTON, TEXAS, U. S. A. 
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wells. 
ens, drilling will again be started; 
No. 34 of the Hardy Oil Company is 
being worked on in an endeavor to 
increase its production. The Clem 
Oil Company deepened its old No. 1, 
and the well is now making 40 bbls. 

There are five rigs running, one 
shut down and one rigging up to drill 


at Spindletop. Those drilling are the} 


Triangle Oil Company No. 4 Cissel; 
the Thresher-Gray Oil Company No. 
4 McFaddin; the Foundation Oil Com- 
pany No. 2 Dornak & Powell; the 
Stella Oil Company No. 20 Hogg- 
Swayne; the Unity Oil Company No. 
14 (this is a new well, but has an old 
number, the wells having all been re- 
numbered); Bowles and associates 
No. 1 block 15 Gladys is shut down; 
the J. M. Guffey Petroleum Company 
is rigging up to drill No. 146 Gladys. 
* At Batson the J. M. Guffey Petro- 
leum Company has a derrick up for 
Wing No. 125; the Allen Oil Company 
is working on its No. 14 Conzelman, 
an old hole which is being deepened. 

Saratoga is rather active, with five 
rigs running in the field. The Guffey 
Company is drilling No. 22 Hopkins. 
This is an offset to the Sun Com- 
pany’s No. 60 Sessler; the others that 
are drilling are the Paggi Oil Com- 
pany No. 25 Queen City and the Min- 
ter Oil Company No. 6 Yoakum. The 
location of this well is considerably 
north of the territory in which the 
Guffey, Sun and Producers companies 
have been getting good wells from 
the shallow sand. The Minter Com- 
pany did not find anything at the 700- 
foot mark, so is going to drill -for 
scmething deeper. The Sun Com- 
pany No. 60 Sessler; the Producers 
Oil Company No. 8 Nancy Fuller are 
also drilling. 

At Humble six rigs are shut down, 
four running and one being moved 
over to new location. The Producers 
company is drilling No. 3 Foster Lum- 
ber Company, and No. 1 House; Deck- 
er & Paddock are moving derrick 
over and will start No. 6 Dannebaum 
again. They have been fishing in this 
well for more than two months; R. 
I.. Blaffer is drilling No. 14 Barrett; 
the Cash Oil Company is drilling No. 
5 Dannebaum. 

Three rigs are running over new 
tests at Sour Lake and two over old 
holes. The Barclay Oil Company is 
at work on the Buckner No. 3 well 
on the Bailey tract, and S. S. Jackson 
is working over old No. 2 Roberts; 
those drilling new tests are the Gil- 
bert Oil Company No. 11 Hardin 
County; the Minor Oil Company No. 
33, and the Annex Oil Company No. 
6 West. 

At Jennings there have been no ad- 
ditions to the number of rigs running 
that have been in operation for sev- 
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As soon as the pressure weak-| eral weeks. 





TURED BY 


The Crolwey Oil and 
Mineral Company’s No. 55 fee is be- 
ing drilled, and the Miles and asso- 
ciates test on the Conklin is down 
1,550 feet. 

Vinton presents very much the 
same appearance as has been noted 
for the past thirty days. The Pro- 
ducers company is still drilling No. 
8 Gray, as are also the following: 
Newman Trustee No. 2 Gray; the 
Gray Oil Company No. 3 Gray; Aber- 
crombie and associates No. 1 Atlas; 
the Stewart Oil Company No. 3 Vin- 
cent; the Texana Oil Company No. 1 
Gardner & Noble. The Vinton Petro- 
leum Company is at work on its No. 
14, trying to fish out 4%-inch liner. 

Texas-Louisiana Wildcats. 

The Maverick County Oil Company 
(heretofore referred to as Wheeless 
and associates) in the operations 15 
miles south of Eagle Pass, Tex., has 
been working for the past three 
weeks in drilling in an independent 
gas well, which was completed to the 
first gas strata on the 10th inst. The 
well shows a greater volume and pres- 
sure of gas than the shallow strata 
developed in the ._No. 1 well. The 
gas from this independent well will 
be used in drilling No. 1 on the Flem- 
ming & Davidson lease deeper, and in 
drilling No. 3 on the Chittem land, 
one mile and three-quarters north of 
No. 1. 

The Chittem well is 700 feet deep 
and the same formations have been 
encountered as were found in No. 1. 
The test on the Flemming & Davidson 
tract at a depth between 1,000 and 
1,500 feet developed a third gas strata 
which has been blowing out and will 
now be drilled deeper. 

The R. O. Middlebrook test at Big 
Hill is down 900 feet. For the past 
two weeks the drill has been in rock, 
but formation is now gumbo. 

At Barber’s Hill, Tex., the Commun- 
ity Oil Company is cementing 6-incn 
casing which started to leak. A slight 
showing of oil was found and, while 
bailing, the casing showed up the 
leak. 

The P. S. Griffith and associates 
test on the Northern Irrigation Com- 
pany property near Markham is drill- 
ing at depth of 1,200 feet. 

Strainer was set at depth of 1,800 
feet in the Hamill-Cash Oil Company 
test at Bay City, Tex., and hole was 
bailed and test was a failure. In 





but nothing has been done toward | cavings. 


bringing the well in. A week ago 
standard rig material arrived, but has 
not been unloaded. 

The Home Oil Company’s test at 
Lake Charles, La., is down 1,710 feet. 
The location is one mile south of the 
city and on the Fair Association prop- 
erty. 


OKLAHOMA. 
BUSY IN MANY PARTS. 








TULSA, Okla., Nov. 13—The Paw- 
nee county field in Oklahoma still 
seems to be the center of attraction 
and although a number of good wells 
have been brought in lately, the field 
is not being extended to any apprecia- 
ble extent. With the lack of interest- 
ing developments in other fields, Okla- 
homa is still the leading factor in new 
development work and the monthly re- 
ports of operations show that it has 
not lost any of its prestige. 

A test of which a great deal was ex- 
pected, but which has proved a keener 
disappointment than any other for a 
long time, was that of Brown & Chase, 
in section 19-20-8, in Pawnee county, 
northeast of Terlton and two miles 
southwest from any development in 
Pawnee county. The well at 2,690 feet 
was drilled into salt water, and al- 
though it will probably make some oil 
after the shot, it will be a very light 
producer. 
and 10 feet deeper a good showing was 
had. At this point, drilling was stop- 
ped for a new cable and while waiting 
for a new cable and before the well 
was drilled in the owners of the well 
as well as the majority of the Okla- 
homa operators were convinced that 
an important extension to the present 
producing area had been found. The 
well was thought by some to be in the 
Bartlesville sand, while others con- 
tended that it was the oid Meadows 
sand. A well was drilled near Terlton 
several years ago and a showing was 
had at 2,800 feet in a sand, called 
Meadows on account of the test’s lo- 
cation on the Meadows farm, The land 
is much lower at the place where the 
Brown & Chase well is drilling and 
this accounts for the shallower sand 
according to those who claimed that it 
was the Meadows sand. Others thought 
it was the Bartlesville sand because of 
the considerable dip between that point 


trying to pull the strainer the pipe|and the Cleveland field in the same 


parted and left six joints of pipe in!county. 


the hole. 


But now the Brown & Chase 


An effort will be made to test is a very light well and possibly 


fish it all out and, whether success: | a failure, both of the above theories 
ful or not in this, it has been decided | seem to be wrong and the pay is a 
to test a strata between 1,250 and/stray sand, not very prolific. 


1,400 feet by perforating casing. 


The Commerce Oil Company, drilling 


At Ansa La Butte the V-Ville Oil|in section 12-20-7 on the Hardy farm, 
Company test is still shut down. The|has made no hole for several days on 
strainer was set a week or two ago, | account of a bad hole with water and 
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The pay was struck at 2,650 ' 





It is 2,000 feet deep, but so 
far has showed nothing. 

Another important step in the de- 
velopment of Pawnee county is that of 
the Selby Oil Company in section 13- 
20-8, school land. In a stray sand, just 
above the Bartlesville pay, a showing 
was made, sufficient to warrant a shot 
and today will show the result. The 
sand was reached at 2,370 feet and 
there was 50 feet of very good sand. 
The only other well in that sand -is 
one of the Paova Oil Company in sec- 
tion 2-20-8, just north. The Poava well 
is making about 50 bbls. These two 
tests will make more drilling in Paw- 
nee county, which district already 
stands at the head of the list when 
activity is taken into consideration. 

The Prairie Oil and Gas Company 
has made a location on the C. B. Lewis 
land, in the southwest corner of the 
north half of the southeast quarter 
of the section and will start drilling 
right away. 

A Good. One. 

The Selby Oil and Gas Company got 
a nice producer in the Kinney sand, 
in section 13-20-8, Pawnee county. The 
best of it is, the well was drilled right 
in the center of the water section, 
and the natural indication is that 
there is plenty more of the same stuff 
right around in that neighborhood. The 
test well made 60 bbls. the first 16 
hours after being shot. The company 
will give it another shot in hopes of 
improving the production. 

The Gypsy Oil Company finished an- 
other one, No. 9 on the Allen,’ this 
week, section 34-21-8, and got a 200- 
bbl. producer. The Producers is about 
due with another well on the Jones 
land, section 35-21-8, drilling at 2,200 
feet. ; 

The Prairie Oil and Gas Company 
will plug Skinner No. 3 to the shallow 
sand and shoot. This, is the well that 
has caused so much trouble to the con- 
tractors for the past several weeks. 
The tools are still in the hole, but it 
will make a producer in the Cleveland 
sand. 

The Kemp & Jennings test on the 
schoo] land in section 16-20-8 is 2,300 
feet deep, and casing off a big dose of 
water in what is called the Skinner 
sand. This sand was found in the 
Prairie wells in section 10-20-8 to the 
northeast and some nice wells were 
drilled in that pay. The Prairie Oil 
and Gas Company will drill a test in 
section 35-20-7, southwest of the Brown 
& Chase well, several miles. The lo- 
cation was made on the northwest cor- 
ner of the northwest quarter of the 
section marked on the map as the Mc- 
Murtry. The company has a great 


cGeal of acreage in that part of the 

field and should the test prove a good 

one, the Prairie will make a killing. 
Holding companies are offsetting the 
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FRANCIS A. BRYANT ESTABLISHED 1842 Western Representative 
Presid 
‘esident H. P. BOYD, JR. & CO. 


“re New Bedford Cordage Co. "si 


Mills: New Bedford, Mass. 
General Offices: 261 Broadway, New York 
STOCKS OF THE 


NEW BEDFORD BOLT DRILLING CABLE 








BARTLESVILLE, OKLA. BRIDGEPORT, ILL. COFFEY VILLE, KANS. TULSA, OKLA. 
oP. BOYD, jr. &: CO Tulsa, Okla., Nov. 4, 1911. 
Bartlesville, Okla. 
Gentlemen: In response to your request for a testimonial, we have only to say that out of more than 70,000 pounds of New Bedford Bolt Cables furnished us, 
we have not had a cable that could be complained of. Yours very truly, 


THE "IONA DRILLING CO., 
John M. Clover, Pret’t. 


Don’t forget Boyd’s Phone No. 46. Postoffice Box 41 Main Office, 106 Third Street, Bartlesville, Okla. 


Storage Tanks 


CAR TANKS, mounted on We Offer Immediate Ship- 


Steel or Wood ‘Bisderteames Oil Refineries Complete ment and Quick Completions 


on any of above Classes of 


WRITE OR WIRE US The Warren City Tank and Boiler Company Work 





























Any capacity, any size and for all 
purposes, materials always in stock 


WARREN - - - - OHIO 















































You Can't Afford to Take a Chance— 


When you are drilling a deep hole your tools should be the best you 
can possibly buy. From BILLET to FINISHED TOOLS 
every I. I. W. product is made in our own shops by experienced and 
conscientious workmen. We furnish complete outhts according to 
standard or your individual specifications. 








Bloom Patent Casing Packer Shoe 


THE INDEPENDENCE IRON WORKS COMPANY 


HEADQUARTERS: ' BRANCH SHOPS: MART MULLER, Agent 
Independence, Kansas Kiefer and Preston, Okla. Tulsa, Okla. 





























16 


THE OIL AND 


GAS JOURNAL. 


Thursday. 





Mountain Oil Company well on the/18-13. 





Crosbie & Brown have started 


Connors in section 26-21-8, which is|a well in the southwest quarter of sec- 


making 225 bbis. per day. 
Compton have a rig up on the northern | 
part of the Connors. The Prairie Oil | 
and Gas Company has a rig up on the} 
Lewis in the same section. John Mark- | 
ham and the Gypsy Oil Company have} 
leases still farther north, in section) 
26, and have started to drill. Flight} 
& Burns have a rig up in section 4-20-8 | 
on the Armstrong land and will start | 
work right away on a test. 


Osage Development. 

Around Bigheart and Avant business | 
is good and operations have been keen | 
for some time. Quite a little pool has | 
developed and more wells are being} 
drilled. The Barnsdall Oil Company, 
the Indian Territory Illuminating 
Company and the Central Fuel Oil 
Company have the biggest portion of 
the new pool and they are getting some 
splendid production. On the east end 
of lot 293, the Indian Territory I- 
luminating Company has nine wells 
completed with a production of 1,350 
bbls. a day. These wells are all in a 
1,700-foot sand with some showing in 
the Bartlesville pay, but not enough to 
make drilling worth while. The sand 
is very prolific, but like all Osage pools 
it seems to be a pocket very rich in 
the center, but tending to grow shal- 
lower and poorer toward the edges. The 
Central Fuel Company has a produc- |} 
tion of about 600 bbls. on its lease on 
lot 172 offsetting the Illuminating 
Company wells on the east. The com- 
pany is operating six wells and drill- 
ing No. 7. The Barnsdall production 
is on the north, lot 292, offsetting the 
Illuminating Company on the north 
with 250 bbls. production, one well be- 
ing completed and a rig is up for 
No. 2. 

The Phillips brothers of Bartlesville 
have a rig up on Lot 195 for a second 
well. No. 1 was drilled some time ago 
but it proved to be the next thing to a 
failure. At Bigheart, the Red Eagle 
Oil Company of that place got a good 
showing in the Bartlesville sand, but 
the well is being drilled deeper. The 
showing was made at 1,750 feet, but 
was not sufficient for a shot. This well 
has been reported as being good for 75 
bbls., but further inquiry developed 
the information that the well was drill- 
ing and only a light showing made. 

The Prairie Oil and Gas Company 
test in the north end of the nation in 
section 25-29-10, though a light well 
has been put to pumping and will make 
about 25 bbls. a day. 

The Uncle Sam Oil Company has a 
hole full of water at 365 feet in the 
Mississippi lime, section 23-22-9, in the 
southeast corner of the southeast quar- 
ter of the section. The total depth of 
the well is 2,515 feet and its result was 
taken for granted ever since the com- | 
pletion of the first well on the lease. | 
The Barnsdall Oil Company also got | 
a dose of water in its test drilling in| 
section 26-22-9. 


South of Tulsa. 


The pool south of Tulsa is a busy 
place and since machines can be used | 
for drilling it has solved the problem | 
for many of the shallow sand devotees | 
who have outfits on their hands and | 
nothing to do with them. Several new | 
locations have been made that will 
prove valuable tests in that pool. Por- 
ter & Company are due today in the 
test to the north and east of develop- 
ment in section 23-19-13 on the Eu- 
banks allotment. Riese & Eagen miss- 
ed the Red Fork sand in the test on 
the M. Kelty land, section 14-18-12 and 
are drilling at 1,450 feet. Chas. Page 
has made a location on the Grace Van 
Ness land, section 34-19-13, and will 
drill a well immediately. Craver & 





Company have made a location on the 
southeast corner of the west half of 
the southeast quarter of section 28- 








Argue &/tion 29-19-13, Sara McIntosh allotment. 


These are all important tests for the 
south of town development, and will 
mean a great deal if they develop into 
producers. 

On the Turkey Mountain side, the 
Pulaski Oil Company got a nice pro- 
ducer one location south of the first 
well on the Benjamin, which offsets 
the Noble & Coulter well, on the four- 
acre piece, known as the Sneed. The 
offset was not of much account but this 
last attempt will make a good produc- 
er. This is in section 2-18-12, just 
south of the Kerr & Grimes duster and 
southwest of the Markham dry one in 
section 35-19-12. The development at 
Turkey Mountain from the past week’s 
drilling looks as if it were at the edge 
on the east. The Pulaski Company is 
building a rig on the north line of the 
Benjamin lease, west of the Noble & 
Coulter property. The Prairie Oil and 
Gas Company has made a location to 
drill on the Jenks tank farm, in the 
southeast quarter of section 18-18-13. 

Turkey Mountain Dusters. 


Markham & Ball had bad luck in 
their test on the Turkey Mountain side 
of the river, in the southwest corner of 
the southwest quarter of section 36-19- 
12, and got a duster. The Kerr & 
Grimes test in section 3-19-12 was also 
a dry one to about 1,800 feet. Both 


|tests were started about the same time 


and have rather given a black eye to 
that part of the pool. The Strawn & 
Harris well on the Froe allotment, sec- 
tion 2-18-12, was also dry in the Red 
Fork, but is still drilling. 

Dry So Far. 

The Ufer & Kiester test, east of Daw- 
son and Tulsa, Belle Dougherty allot- 
ment, section 28-20-12, is dry at 1,350 
feet, and has a fishing job. The well 
is along the Frisco track between Ca- 
toosa,and Lawson and was considered 
a géod test. The well will be drilled 
deeper, according to information from 
the others. 

A Good Test. 

Operators are looking with consid- 
erable favor toward the test to be 
made by the New York Oil Company 
(Letcher and associates), in section 
23-16-11, southwest of Mounds. The 
company owns a large block of acre- 
age in that vicinity. Two years ago 
some wells were drilled one and one- 
half miles southwest of Mounds, with 
a fair showing, with all izdications of 
edge wells. Three miles south of 
Mounds, a number of big gassers have 
been drilled. The New York test is 
one and one-half miles southwest of 
the oil well and two miles west of the 
gassers. An area of six miles square 
west of the oil wells has never been 


|tested and the Letcher interests are 


lucky in holding a big portion of it. 
Okmulgee Duster. 

C. E. Martin and others drilled a 
duster on the N. Pigeon, section 18-14- 
13, southeast of Hamilton Switch, the 
first part of this week. It is just 
across a 40-acre piece, east of the big 
well drilled by the same people some 
time ago. This makes things rather 
dark in that direction, but still the 
Douglass piece looks very good. There 
was plenty of real salt water in the 


| well, in the Martin sand, at about 2,000 


feet. There was, however, a dip of 18 
feet in the sand at this point, being 
that much lower than found in the 
other wells to the west. 

The Dr. Skelton test in section 13-13- 
13 is'a gasser of considerable force, 
instead of a dry one, as reported sev- 
eral days ago. The well gauged about 
1,000,000 feet and probably will mean 
more drilling in that direction. 

West of Sapula, the Canadian Oil 
and Gas Company is just nicely start- 
ed in its test in section 28-18-10, Wil- 
liams’ allotment. Minshall & Suppes 





are due today with their test on the 
Clarence Boyce, section 20-19-11, a lo- 
cation east of a well drilled by the 
same people a year ago, but which was 
spoiled by the shot. The Producers 
Oil Company has a fishing job on the 
Atkins land, section 2-18-9, at about 
2,300 feet. Shaffer & Smathers, to the 
west in section 17-18-8, have not start: 
ed up again, but will drill deeper, hav- 
ing found nothing at the depth of 
2,800 feet. 

Some of the latest news comes from 
the Creek country, where so much ter- 
ritory remains untested, after all the 
years of Oklahoma development. It is 
understood that the Prairie Oil and 
Gas Company will drill a well on the 
Jeremiah Foreman, in section 2-13-10, 
in Okfuskee county, at least fourteen 
mniles southwest of production. Down 
in the same section of the country, the 
Barnes interests of Bristow are drill- 
ing at 1,800 feet in the test on the 
William Vann, section 9-14-9. The 
Redd & McMahon test on the Grayson 
(or MeMillan) is drilling at 1,350 feet. 
The Nina Oil Company has a rig up 
on the northwest quarter of the Dan 
Tiger, in section 9-15-9. It will be re- 
membered that this company drilled 
a dry hole south of Bristow in section 
2-15-9 on the Homer land, making quite 
a thorough test for that part of the 
country. 

In the Tiger Flats district, the Union 
Petroleum Company, the company tak- 
ing over the Tiger Flats Oil Company 
interests in that field, is drilling at 
800 feet in a test on the Sallie Bird, 
section 5-12-12. This is south of Ok- 
muigee and quite a little in advance 
of production. 

Ross & Greis drilled in their No. 2 
on the Addie Eaton allotment, section 
36-22-12, east of Skiatook and a part 
of the same piece that M. L. Lockwood 
and associates drilled in a small well 
last week. Ross & Greis’ No. 1 will 


make 30 bbls. and No. 2 is a location |: 


north. At 35 feet in the sand the well 
was shot and is rated from 150 bbls. to 
200 bbls. This is good news for the 
Bird Creek enthusiasts, as it gives bet- 
ter encouragement to drill in that 
direction. 

A Dry One. 

The New York Oil and Gas Company 
got a dry one on the M. Christie, sec- 
tion 29-22-13, in the northeast corner 
of the southeast quarter of the section. 
The well was plugged at the top of the 
Mississippi lime at 1,425 feet. The 








U. S. Oil Company is drilling No. 1 in 
the southwest corner of the northwest 
quarter of section 31-22-12, of the Jack 
Barrett allotment. 

The test of the Los Angeles-Cherokee 
Oil Company and others in section 14- 
23-12 was dry. The well is still drill- 
ing at about 1,366 feet. 


Field News. 


Bird Creek is still among the lively 
places in Oklahoma. In fact, there are 
few localities where there is more 
drilling than in the territory north of 
Tulsa from Flat Rock north to the 
upper district around Skiatook. On 
the R. Skaggs, section 5-21-13, Morris 
Shears & Company are ready to start 
No. 4. The Planters Oil Company’s 
No. 5 was a 20-bbl. well in the Bariles- 
ville sand. This is on the R. Coon al- 
lotment, section 5-21-13. The U. S. Oil 
Company has a rig up for No. 5 on 
the Blossom in the same section. In 
section 17-21-13, on the E. Panther, the 
Producers Oil Company got the Tucker 
sand at 1,280 feet and the well will 
make 60 bbls. as it now stands before 
being shot. The Savoy Oil Company 
is drilling at 1,140 feet on the M. 
Tyner, in section 20-21-13, and should 
complete the well within the next day 
or so. The Canadian Oil and Gas Com- 
pany is having bad luck in No. 3 on 
the A. W. Lord farm and it will be sev- 
eral days before it is completed, on 
account of a bad hole. Corbin & Com- 
pany are drilling at 600 feet on the Mc- 
Elheny in section 28-21-13. The Rogan 
Oil Company got a 50-bbl. producer in 
No. 1 on the C. Rogan allotment, sec- 
tion 29-21-13, in the Bartlesville sand, 
completed at 1,131 feet. 


In what might be considered the 
Bird Creek district, though in reality 
it is the Osage nation, the Barnsdall 
Oil Company drilled a 4,000,000 gasser 
on lot 107, north of Tulsa about five 
miles. It is on the east end of the lot. 
In the Flat Rock Turley district, 
Argue & Compton are drilling No. 2 
on the William Burgess in section 13- 
20-12 at about 600 feet. The Hill Oil 
and Gas Company has an offset drill- 
ing on the W. Payne land, section 18- 
20-13, at about 300 feet. On the P. 
Lloyd allotment, section 20-20-13, the 
Pulaski Oil Company is getting ready 
to drill No. 1. In the Same section 
Nbble & Hayden got a 35-bbl. well in 
the Bartlesville sand. 


In the Turley pool, the Okla Oil 
Company is about due in the same 





Strickler Couplings 


WILL SAVE YOU MONEY ON BOTH FIELD AND CITY WORK 








Steel Centers 
Malleable 
Rings 


Best Grade 
Rubber 














Simple in 
Construction 
Quickly 
Installed 


Insures 
Tight Joints 
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MADE IN ALL SIZES 


WILL HOLD THE HIGHEST PRESSURE, AND ARE SOLD 
AT THE LOWEST PRICE. LET US SHOW YOU. 


W. W.STRICKLER & BROS. 


COLUMBUS, OHIO 
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~ CLASSIFIED ADVERTISEMENTS 


Advertisements under this heading 25 
cents per line, minimum charge $1, Average 
six words to line. 


FOR SALE | 























FOR SALE 


Fifty Second-Hand Cameron, Blake, 
Knowles and Snow Steam Pumps, sizes 
6x3x6 to 744x3x10. These Pumps are 
in first-class condition, and thoroughly 
guaranteed. For price and other in- 
formation write 


THE OIL WELL SUPPLY CO. 
Oil City, Pa. 




















GATE VALVES—Five hundred 6-inch 
standard screw end gate valves, differ- 
ent makes. Price as they are, $3 each; 
repaired and tested out, $4.50 each; 
cost new, $7.50. Gulf Pipe Line Com- 
pany, Beaumont, Texas. 


DRILLING RIG—One complete, eigh- 
teen-inch rotary and eighty-five foot 
derrick, 6,000 feet rotary pipe. Outfit 
new, used two months. Owner, Fred- 
eric Camors, New Orleans, La. 


FOR SALE—One 35 H. P. Bessemer 
Direct Driven Gas Engine Compressor. 
Good as new. Used only a few months, 
Big bargain. For price, address Box 
124, Tulsa, Okla. 


FOR SALE—PIPE—About 20,000 feet 
of 55-inch casing, also 4-inch line pipe, 
all in good condition. Write us for prices. 
a Window Glass Company, Eaton, 
ndiana. 














BUSINESS OPPORTUNITIES 


NORTH TEXAS will soon rival OKLA- 
HOMA. ELECTRA and PETROLIA are 
proven oil fields. 


PUTNAM 


just to the Southwest, is now holding 
the board. The Texas Co., The Pure Oil 
Co,, The Corsicana Drilling Co. and sev- 





eral individuals are leasing every acre |- 


they can hereabout. WHY NOT YOU? 
Delay may mean PAYING FAT BO- 
NUSES. BE WISE. for map and par- 
ticulars address Max Elser, Putnam, Cal- 
lahan Co., Texas. 


CRUDE OIL—We desire the names of 
responsible oil and refining companies in 
Kansas and IHinois who are in position 
to load tank cars with crude oil or 





asin Address J, B., care The Jour+ 
nal, 


CARBON BLACK PRODUCERS— 
Would like to have a complete list of 
carbon black producers in various oil 
producing’ sections, particularly concerns 
who have started within the last three 





ro Address T, P. S., care The Jour- 
nal, 


Ol1L FIELD MANAGER—Both home 
and foreign experience with hydraulic 
and cable tool drilling. University grad- 
uate in mechanical engineering. Open 
for position after Dec. 15. Box 521, Ard- 
more, Pa, 


CONTRACTOR—With standard string 
of tools to do some drilling in Fayette 
Co., Alabama. Write, Five Rivers Oil 
& Gas Co., 418 Chamber of Commerce, 
Birmingham, Ala. 

WANTED—A good, reliable drill man 
to sink a well in developed territory 
1,000 feet deep. For part payment, in- 
terest in company is offered, personal 
property to the amount of $3,000 on the 
sround and 4,000 acres of leased land 
in company. Exceptionally good pros- 
pects already developed. A bonanza for 
the right party. Other oil companies 
are now leasing in same locality. Ad- 
dress W. TT. Gassen, Secretary, Sun- 
‘ae Coal, Gas and Oil Company, Ax- 
tell, s. 

















PRODUCTION WANTED 


SHALLOW SAND—Production in the 

Shallow sand field of Oklahoma. Ad- 
dress with particulars, Box 487, Nowa- 
ta, Okla. : 
: PROPERTY FOR EXCHANGE—A 2- 
acre block improved inside property, in 
Pittsburg, Pa. Price $85,000. Will ex- 
change for Oklahoma oil production. M. 
J. Glass & Co., Tulsa, Okla. 


POSITION WANTED 


‘ WANT POSITION with Supply House. 
Understand Cable and Rotary goods. 
Ten years’ experience. Employed. Ad- 
dress X, care of Oil and Gas Journal. 


INFORMATION WANTED 


nevANTED—To know address of Fred 

efteller and Thos. Randall, drillers, 

roe employed by Josey & Hamill, San 
ntonio. Reply to “O, H.,” this office, 























sand with No. 3 on the Winton land, 
section 12-20-12, and the Quintuple Oil 
Company got a nice little well in the 
Bartlesville sand on the Doc Wilson, 
same section. In section 11-20-12, Joe 
Evans has started a test on the S. 
Stephens land. Minshall & Suppes are 
spudding one location east of the well 
drilled by them about a year ago, on 
the Wheaton Harry, section 4-17-11. 
No. 1 had a good showing in the Red 
Rock sand, but when shot, was killed. 
The same company is drilling No. 1 
on the Clarence Boyce, section 20-19-11, 
the location being made about the cen- 
ter of the west line. The depth is re- 
ported at about 1,000 feet. 

Fred Letcher and associates of Tul- 
sa, have made a location for a test on 
the Henrietta Lacey, section 23-16-11, 
and are now building a rig to start 
work within a few days. 


Ponca City. 

Over at Ponca City the producers 
are beginning to take notice and it is 
beginning to look as if there would bs 
considerable activity this winter. The 
Leschen Rope Company, of St. Louis, 
Mo., is drilling at 500 feet in the first 
test on the Jennie Knowlis land, sec: 
tion 4-25-2, in the southeast corner of 
the east half of the southwest quarter 
of the section. Fred Heberling, the 
western representative of the company, 
is also interested in the drilling and 
has charge of the work. It is under. 
stood the Iron Mountain Oil Company 
has been leasing in the direction of 
Newkirk, several miles northwest and 
will drill several test wells. The Gypsy 
Oil Company will probably drill sev: 
eral wells within the next few months 
over in that locality. 


Muskogee Quiet. 


Over at Muskogee, it is quieter now 
than it has been in some time and most 
of the late completions have been dry. 
At one time the busiest place in the 
field, like all others, it had to give way 
to newer development. One well is 
drilling north of town, in the north- 
east corner of the northeast quarter 
of section 21-14-18, by Oklahoma City 
parties. It is a stock company and 
shares are sold for $3. For the three 
dollars the stockholder gets a 20-foot 
lot with sixty days title. The company 
has 80 acres leased and has 7,000 lots 
to sell. The only other interesting well 
in the Muskogee field is that on the 
Bemo land, being drilled by Moore, 
Elyea and others, in section 8-15-8. At 
th present time they have a bit in the 
hole at 720 feet, and have been fishing 
for several days. 


Wildcat Notes. 


The test of the Canadian Oil and 
Gas Company on the school land, in 
section 36-20-9, was dry in all sands, 
according to latest reports. This was 
looked upon as a good location, being 
between the Keystone development 
and that at Osage Junction. 


The Shaffer & Smathers test in sec- 
tion 17-18-8, George Wilson allotment, 
will be drilled deeper. It was drilled 
to a depth of 2,835 feet, but the own- 
ers are not satisfied with the test and 
will drill deeper in hopes of striking 
the deep sand. The Producers’ test 
in section 2-18-9, is fishing at 2,340 feet. 
The Slick & Jones test on the Black- 
well allotment, section 28-18-7, is drill- 
ing at 1,400 feet. 

The Producers Oil Company has 
made a location on the Eliza Wata- 
sche, section 35-18-10, offsetting the 
Kelly well on the northwest. 

Another location in the west of Sa- 
pulpa district has been made by the 
Colon Oil Company on the Jaconfah 
allotment in section 7-17-11. It is two 
locations north of No. 1. No. 1 is mak- 
ing 50 bbls. in the Red Fork sand, 
though it was drilled to the lower 
sands. = 














KEYSTONE 


PORTABLE CABLE DRILLS 








ORTABLE Rigs for all depths to 
2500 feet. Keystone Traction Drills 
for all depths to 1000 feet (1500 feet 
with wire line). 


These machines for deep drilling 
are all equipped with Gear Hoists— 
no power-killing frictions. Six large, 
free catalogs on the different branches 
of the business. 


Downie Deep Well Pumps are 
designed for raising large quantities of 
water from great depths. The most 
powerful and economical deep well 
pumps on the market. Catalog No. 6. 


Keystone Deep Drill Go, 


BEAVER FALLS, PA. 














OIL CITY, LA. 


THE JENNINGS CYPRESS TANK COMPANY 


M. A. STANTON 
“THE CYPRESS TANK MAN” 
JENNINGS, LA. 




















AYERS OIL COMPANY 


Producer and Shipper of Crude Petroleum 


FROM THE LOUISIANA AND TEXAS FIELDS 
SHREVEPORT, LA. 


Dealers and fuel users solicited. 
Can make prompt shipments. 





Write us for quotations. 














and Pump 
Cups 


Everlasting 
Valve 


14 years on the market and have stood the test of the most 
rigid service. For sale by all oil well supply stores, or address 


MONTPELIER CUP AND METAL WORKS 


ENGINEERS, FOUNDERS AND MACHINISTS 


Montpelier, Indiana 























NEW OIL MA 


OF ELECTRA, TEXAS, 
OIL FIELD 





Lawson Building 





Shows farm owners’ names, wells completed and late loca- 
tions. Scale 2 inches to the mile; size of map 40x42 
inches. Price for white cloth prints with blue lines $4.00 
each; sent prepaid on receipt of price. 


F. A. INNES, 


NOWATA, 
OKLAHOMA 


Rooms 14-15 























HYDROMETERS FOR OIL 


PLAIN OR COMBINATION 
Guaranteed Accurate and Reliable Send for Bulletin No. 2A 
“INSTRUMENTS FOR REFINERS” 


CARBONDALE INSTRUMENT CO. - Carbondale, Pa. 
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ILLINOIS 
DRILLING OUTSIDE WELLS. 








BRIDGEPORT, IIl., Nov. 14.—A few 
outside wells are drilling in the Illi- 
ois field and although there is prac- 
tically no new production in sight far 
removed from the present fields, the 
prospects for opening up a pool in the 
western end of the state are looking 
brighter. In Macoupin county, about 
a mile and a half south of Carlins- 
ville, Shell & Russell have _ drilled 
their test on the Frank McClure 160 
acres in section 8-9-7 17 feet in the 
sand and it is showing for a 25-bbl. 
well. The sand was encountered at 
410 feet. No. 2 is drilling 380 feet 
east of No. 1, but has a crooked hole. 
If with deeper drilling these wells 
should prove to be average producers 
there would undoubtedly be a rush 
to that section. Most of the land has 
been leased up for miles east of St. 
Louis and all that is needed now to 
thoroughly test the territory is 


the parties willing to spend the money. 10 C. O. Connett farm, 


on the J. W. Allen farm, section 12, 
pumped 4 bbls. J. C. Donnell agent’s 
No. 4 on the southwest corner of the 
Eliza Reed farm, section 12, made 35 
bbls. 

In Martin township, same county, 
the Mahutska Oil Company’s No. 2 
John F. Tohill farm, section 28, was 
drilled to the shallow sand at a depth 
of 451 feet and pumped two barrels 
from that formation. 

In Robinson township, Crawford 
county, W. J. McMullen and others’ 
test on the Irvin Henderson farm, in 
the northwest quarter of the north- 
west quarter of section 13, is a 1,000,- 
000-foot gas well. 

Small in Crawford. 

In Prairie township, Crawford coun- 
ty, J. C. Donnell agent’s No. 7 E. Cox 
farm, section 20, pumped 3 bblis., 
while M. F. Watson’s test on the 
southwest corner of the R. D. Athey 
farm, in the northwest quarter of sec- 
tion 19, made 32 bbls. 





In Honey Creek township, same 
county, the Ohio Oil Company’s No. 
section 20, 


With a 25-bbl. well in new territory, | pymped 5 bbls. Its No. 2 A. Darnold 
at a shallow depth, the prospects are farm, section 9, pumped 10 bbls. and 
not half bad. It cannot be authorita-|No 3 J. Hudson No. 2 farm, section 


tively stated that the well will make 
this amount as a steady producer, but 
the showing indicates that it will be 
good for that amount. 


The well being drilled by Huff & 
Nelson on the Bohn farm, near Ed- 
wardsville, is now 800 feet deep. Fred 
Morgan’s well three miles east of Ed- 
wardsville is down 850 feet. 


Of the last three 
ported in the Carlyle pool, in Wade 
township, Clinton county, two are 
very light oil producers and one a 
duster, indicating that the preducing 
area is being heavily drawn upon. The 
duster was drilled by E. N. Gillespie 
in his No. 3 on the southeast corner 
of the A. Hempen farm, in the south- 
west quarter of section 10, and to the 
southwestern edge of the productive 
pool. The other two completions were 
made by Treat & Crawford on the 
Leo. Deiter farm, section 2. No. 10 is 
located 660 feet from the south line 
and 200 from the east line of the 


completions re-| 


|7, is showing for about 20 bbls. 


| In Montgomery township, same 
county, the Hope Oil Company’s No. 
10 on the northeast corner of the W. 
A. Hope farm, section 29, pumped 20 
| bbls. The Ohio Oil Company’s test 
}on the F. L. Duncan farm, in the 
northeast quarter of section 17 made 
but 5 bbls. 

In Southwest township, same coun- 
|ty, the Ohio Oil Company’s No. 1 on 
|the Charlotte E. Baker farm, in the 
| southeast quarter of the northwest 
|quarter of section 23, is showing for 
|a very light pumper. 

Gauger Burned. 

The many friends of W. M. Lennox, 
| who gauges for the Ohio Oil Company 
in the Oblong township field, in Craw- 
ford county, are sorry to hear of him 
being badly burned while trying to 
save a maid in his home whose dress 
caught fire from a gas stove. His 
hands and arms were badly burned, but 
he will be able to handle the gauge 








farm, and pumped 20 bbis., while No. | pole within a short time. Mr. Lennox 
“ mesgyoo = pang gr Meagae ae for many —* gauger in the 
. ? % : ‘| Indiana field and also in the Lima 
12 on the northeast corner of the farm, | gejgg. : 
has been drilled in and would have| ‘he best looking strike in the Craw- 
made a fine producer had the well not ford county end of the field is the 
or as a oe thay prong | Kewanee Oil and Gas Company’s No. 
eng Pee . iia a> ani gird | on the Matthew Shiltz farm, sec- 
s., rm | ti : . : 
showing than that. Another good com- | <a ge erage Shaye platen 
pletion was a 90-bbl. producer drilled | 4 
by the Busch-Everett Company, in its Sumer tn Laan Someanee per 
“ws . ao oe eee money |extreme northwestern section of the 
“. e 5 ! y | country, the Fulton Oil and Gas Com- 
— macnn - oma ggg vce hei a drilled a test on the Livingstone 
mapped as the H. C. Beckemyer farm, ce inauinen. ae angels ge et 
in the south half of the east half of | at from 40 to 60 bbls. and may even 
me SS ae toss a i pe 10,| go better than that, as the wells of 
and at the southern end of the pool.| that district are radical ones and do 
y Duster Near Carlyle. |much better than they show. This 
be est of 5 yr = Mb 15 | — —— its ~* rate oc 
miles, near the town o renton, ON|sand, which is considered the deep 
the Baltimore and Ohio railroad, 1n| sand for that shallow field, which is 
Sugar Creek township, Clinton county,|an extension south from the Johnson 
Martin and others drilled their secona | township, Clarke county field. 
duster. The well was only drilled to | In Licking township, Crawford 
a depth of 1,000 feet, although their | county, the well No. 4 of the Fulton 
initial well in that township was! Oil and Gas Company, on the George 
drilled below the 2,000-foot mark and W. Freeland farm, section 14, pro- 
a ~~ oe j A - |duced 90 bbls., while No. 3, same farm, 
e Kewanee Oil and Gas Com-| pumped 45 bbls. Cantwell & Smaltz 
form, section 5, Obiong towmstip, Mlon the A Ok Wiman fava, Sestan’ am, 
arm, section 3, ong township, 18/ on the A. C. man farm, section 23, 
making a fine showing, although the| which produced 60 bbls from a depth 


well has not been completed as yet. 
It indicates better than a 100-bbl. pro- 
ducer, as it often flows while clean- 
ing out. The Ohio Oil Company’s No. 
9 on another of the Matthew Shiltz 
farms, in section 18, pumped 15 bbls. 
W. C. Kennedy and associates No. 9 


of 838 feet. 

Work is progressing slowly in the 
deep sand fields of Lawrence county. 
There is an abundance of work under 
way, the completions of the wells 
are slow, but during the present 





month the outlook is for more com- 





pletions than during October. Work 
is also going backward in Crawford 
county, while Clarke and Cumberland 
counties are on the decline. 


In Clarke County. 


North of Casey, in Parker township, 
Clarke county, Thomas McCambridge 
drilled in an 18-bbl. pumper in his No. 
22 Peter Mallman farm, section 18. 
‘Beatty & Tuller, the well known Ohio 
operators, drilled in a very light 
pumper in their No. 19 C. T. Marshall 
farm, section 19. The well pumped 8 
bbls. This lease is southwest of West- 
field and was purchased about four 
years ago by the present owners, but 
since then no wells were found upon 
the property that were as productive 
as the earlier crop of producers on 
the lease. Hon. Dick Beatty of this 
firm is among the old-timers at Brad- 
ford and other eastern fields, and 
drifted to Ohio during the early days 
of Trenton rock oil, but at that time 


was not very successful in his devel- | 


opment work and later on embarked 
in the selling of oil properties, where 
he made a wonderful success, dis- 
posing of more oil property than any 
one individual in the Lima fields. He 
still maintains production in Ohio and 
Illinois and is now operating and 
handling oil properties in Oklahoma. 
“Dick,” as he is called throughout 
the oil regions, is known in every 
known oil field where he can count 
his friends by the score. 


OHIO-INDIANA 
SOME FAIR PRODUCERS. 








LIMA, O., Nov. 13.—The old Tren- 
ton rock fields are not furnishing any- 
thing out of the ordinary, although a 
few fair wells have been completed 
during the week in the districts in 
which drilling has been going on for 
years. 

In the northwestern Ohio end of the 
Lima field, the best of the late com- 
pletions are being found in Hancock 
county, in the worn-out gas belt. Only 
a few days ago Mary Bowlus drilled 
in a 65-bbl. pumper in her No. 9, on 
the Isaac Hart farm, in section 27, 
Portage township, while in Liberty 
township, Watson & Reimund drilled 
in a 90-bbl. producer in their No. 19 
W. C. Watson farm, section 15. The 
test of the Ohio Oil Company, on the 
Ewing heirs farm, section 33, Union 
township, same county, was a good 
find, as the well produced 30 bblis., 
which is above the average of the late 
wells in that section of the field. C. 
N. Harpst and brothers also made a 
25-bbl. strike in their No. 24, W. H. 
Harpst farm, section 20, Liberty town- 
ship. 

It is evident that Allen county, the 
home of Trenton rock oil, has not 
been drained of its entire new prod- 
uct, for W. L. Parmenter drilled in a 
30-bbl. pumper in his No. 3, V. A. 
Caldwell farm, section 30, Amanda 
township, and Sunderland and others, 
a 15-bbl. producer in a test on the Wil- 
liam Hoover farm, section 8, same 
township. 

One of the most important strikes 
of the week was the test drilled by 
The Sun Company on the L. I. Maul 
farm, in section 27, Pleasants town- 
ship, Seneca county, northeast of the 
Toombs pool, and about three miles 
north of Tiffin. It looks very much 
as though this test would lead up to 
an extension of the once productive 
pool to the northeast, and if so it will 
give the intervening leaseholders 
something worth looking after. 

Two exceptionally good pumpers 
were found in the old Wood county 
districts during the week. One in 
Plain township, owned by C. B. Shu- 
ler and associa’ on the W. C. Bly- 
stone farm, produced 50 bblis., and an- 








other, owned by Otis A. Browning and 
associates, in No. 19, G. S. Doyle farm, 
section 19, Bloom township, also pro- 


duced 50 bbls. This latter well is lo- 
cated just back of the big tank farm, 
at Station 8, south of Cygnet. 

In the Indiana end of the Trenton 
rock fields, there were no completions 
during the week and but very few 
wells are now under way in the old 
producing districts. The leading at- 
tention at this time is the abandon- 
ment of many of the old wells, that 
would be paying propositions but there 
is no gas for fuel. Southwestern 
Indiana, or in the Oakland City de- 
velopment, no completions are report- 
ed, and but two strings of tools are 
running, which are the Ohio Oil Com- 
pany’s No. 2, G. J. English farm, and 
Michael Murphy’s No. 1, R. M. Eng- 
lish farm, both in Monroe township, 
Pike county. 


THE NEWBURG WELL. 





CLEVELAND, O., Nov. 9.—Several 
reports have been circulated about 
the well at Newburg, near Cleveland, 
and the facts relating to the well will 
be of interest. 

The well is owned by the Newburg 
Brick and Clay Company and it is 
located on the company’s property and 
was drilled for gas. It was the origi- 
nal intention to drill the well to the 
Clinton sand with a view to develop- 
ing gas in that formation. The well 
was drilled into the sand on the night 
of October 13 and when it began to 
show oil drilling was suspended and 
the following day was drilled deeper 
and began to fill up rapidly and it 
made an open flow over the top of 
the derrick. This was repeated a 
number of times before an oil saver 
was put on and the oil turned into the 
excavations that had been hurriedly 
‘made to hold the oil pending the erec- 
tion of tankage. The well continued 
to flow at intervals of six or eight 
hours. By the time a tank had been 
set up the well had flowed probably 
500 bbls. into the two earthen tanks 
and since then has filled one 250-bbl. 
tank and a part of the other. For 
more than a week the flows have 
been growing smaller and at longer 
intervals and then only when agitated. 
They began tubing the well yesterday 
with 2-inch pipe and will put it to 
pumping. It is thought that it will 
produce more than if left to flow, 
for the force of the flows has been 
greatly diminished during the past 
week and it was quite evident that the 
pressure had gone down to a point 
where it would be only a matter of 
a féw days till it would refuse to 
flow under agitation. The oil that 
had flowed into the earthen tanks 
has been pumped out and shipped to 
the Canfield Refinery Company, of 
Cleveland. 

The well has attracted wide atten- 
tion and has been visited by oil men 
from all parts of the Eastern fie/ds 
and as far West as Illinois. No otier 
well of late years has been so gencr- 
ally discussed. Operators showed 4 
disposition to take leases, but there 
was not the usual enthusiasm that 
might have been expected. The depth 
of the well, the uncertainty of the 
formation in which the oil was ‘e- 
veloped and the grade of the oil, made 
the experienced operator somewiiat 
skeptical, but not to the extent that 
he was not willing to take a chance 
if he could secure a lease on rea- 
sonable terms. In this connection it 
may be stated that no fancy bonus 
prices have been paid up to this time, 
and the territory is pretty well leased 


for many miles in every direction \ 
from the well, with that for a dis 


tance of 15 or more miles to the east, 
regarded with most favor. A _ great 
deal of the territory in Cuyahoga 
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: county has been under lease to the 

F. M. HUTCHINSON E. W. McCRARY — gas companies for a number 
of years and aside from their holdings e 
HUTCHINSON & McCRARY no companies or individuals have se- Bovaird & Se fan Mf C 
GEOLOGISTS AND TOPOGRAPHERS cared Maxge blocks of territory. Very y £ g.- Oo. 
Offices: ew of those who have invested will 
bi re German Bank Bidg. claim that they have made a good BRADF ORD, PA. 

ARIETTA, OHIO “bet.” Like a good many in the : “11° * 
speculative days, some are willing to weet aohene, of Oil and Gas Well D rilling and Operating 
take a flyer, but are not plunging. uppiies, oilers, Engines, Powers, Pumping Jacks, 

A few are optimistic, but the experi- Rig Irons, Iron Sand Reels, Wood Work. 
ROBINSON PIPE PULLING CO enced oil man is not so inclined. He 
' feels that the odds are against him 
Contract Pipe Pulling : 
JACKS AND CASI and with 2,500-foot drilling, he takes 
RENT. wee = meets ree the view of the man from Missouri. 
Dealers in The formations drilled through 
|| Second Hand Oil Well Supplies were uniform with the record of other 
ROBINSON, ILL. wells drilled in that section down to 
the depth at which the sand was en- 
countered. They put in 130 feet of 
drive pipe and started with a 10-inch 
hole to a depth of 380 feet and re- 
KANSAS TORPEDO C0. duced to 8-inch, passing through shale 
and slate to the top of the Niagara 
lime (Big Lime, they call it), which 
was reached at a depth of 1,205 
Cc. E. MOSHER feet. At 1,300 feet in the lime the 
PRESIDENT sand was encountered and it was 
Office Leo Johnstone Building restated sare ap tenga a 8 pen IMPROVED “ELECTRIC” DRILLING ENGINE 
BARTLESVILLE. OK in to shut off the water that had been Best drilling engine in the oil fields. Every contractor should 
E OKLA. [encountered in upper levels and the tmproved journal boxes and extra larde shalt.” “ner” Note the 
We cover the entire Mid-Con- |||,well has 2,300 feet of casing. 
tinent field. All orders receive The sand is very fine, dark, and Agents for WILLIAMSPORT WIRE ROP E 
prompt and careful attention contains no pebbles or shells. Under 
om. |i/an acid test it dissolves quickly and 
= does not closely resemble any of the 
regular producing formations in the TER = 
eastern fields. The horizon would in- 
BENJAMIN MOSSMAN ||| dicate that it is a stray sand and the 
, oil deposit greatly at variance with 
wien EY AT LAW the grades found in any other part of 
CASES Maronn Tae utenon the state. The color is very dark, 
DEPARTMENT. but not dense. It is lively, but does 
Suite 1, Evans Bldg., not give off much gas. 
Muskogee. =... 5-0. « . Okla: J. R. Zmunt, secretary of thet New- 
burg Brick and Clay Company, and to 
whom the writer is indebted for much 
of the data relative to the well, had a 
MAPS OF THE chemist make an analysis of the oil 
taken from one of the earthen tanks 
after it had been standing for several] * . 
TAMPICO OIL FIELDS days and his report was as follows: Ce nt ral Refi n I n g Co m pa ny, 
i Specific gravity at 60 F., 38.6 B. 
sh all 
cer Transporation. Bact inp ting Light petroleum stocks, 75° B, 1.0 Barnet oeteges 
“ phical, Top phical moa: ‘ ufacturers o 
Price, $5.00 Each a Peuphtha, from 75 to 57° B., 7.0 per High Grade 
> G&CO. Illuminating oil, 32 per cent 
TAMPICO, MEXICO P. 0. Box 176 paaaaianr pre 60 0 per. cent | 15 and 25. T 
Sulphur, .002 per cent. an C. 7. BLACK OIL 29 GRAVITY CORDAGE OIL SOAP STOCK and GAS OIL 
The oil began to distill at 73 C. = 
and is of paraffin base. 
REPORTS, There is a small amount of sul- 
h to make it no- 
EXAMINATIONS, phur, scarcely enough t ‘ . . 
on oll end ticeable in the odor given off after me 
APPRAISEMENTS, | Natural Gae ||| the oil has been exposed a short time. Neill Po rtable Steel Pipe De rric k 
CONSULTATIONS.| Fields and Mr. Zmunt stated that they had tried 
Properties the oil on some of their machinery 
ESTIMATES AND and that it is a fairly good lubricant = is NOT AN EXPERIMENT ee 
PLANS es after it has been filtered and no addi- / 
FOR NAT'L tional treatment. The market value | 
GAS PLANTS of the oil, as now fixed, is the same because there are more than 
as the North Lima grade, 84 cents a 1.000 now j iO 
oO. P barrel. The price fixed was thought N iene _ eo - 
JO. P. CAPPEAU to be the nearest that could be ar- NO screwed joints. Flexible 
— be: Machesney Bid¢., a. pe io mag be —_— Ben in design, because either | 
apo,Pittsburgh,USA, Pitteb h, Pa. ||| come e ,. > 91 a Sok ° ; 
ure ~*"ll| a refinery test of fresh oil may show |||! 2, 2%, > OF 4-inch pipe of 
a considerable difference as a any weight made can be | 
with the laboratory test made by the S a j 
OlL MAPS faite Skimanmea on] chemist used for leg sections, thus | | 
a bg Dy oT Piet a It was at first throught that the oil ne insuring strength to cover | 
A Complete and Corr * ||| was developed in the Clinton sand, |/} © all requirements. Cen 
1 rrect Set of Al d i is t ; 
otment Plats of Osage County. but it is now agreed that it is a stray Nocosti Sinise 
The El formation and the Clinton sand, be- oO cast 1ron or rivets used. 
e Electric Blue Printing Co. ri | 
404-5 . tween 200 and 300 feet lower. Near W rite for 
Wire, Nev'h Bide, Phone 45. /// Avon, in Lorain county, 20 miles , 7 : 
—_— ° bass west of the Newburg well, good gas Bulletins + to 10, inclusive j 
wells have been found in the Clinton 
a at a “—_ of en — ae Manufactured exclusively by 
miles nearly west of the ewburg aie > i 
P IONEER MAPPING co. well, in Rockport township, Cuyahoga LEE C. MOORE & CO. ; 
HEYDRICK & VANCE county, a well has just been drilled — | 
BARTLESVILLE, - OKLA. into the Clinton sand on the White STEVENSON BLDG., PITTSBURG, PA., U. S. A. | 
bé pe allotment Township Plate and Maps of ||| farm. In. this test the Clinton was rune an. Special Agents for | 
ead Ges Dovaingnaane hone, mawing jae oll || found at 2,630 feet. In Litchfield town: ||| | HAZARD WIRE LINES 
on application, : ription of mapsfurnished |}! shin, Medina county, two Clinton sand | |}-* for OU and Gas field use. & ~ 
=—=—=—!= ‘wells were completed some time ago 
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and each started at about 35 bbls. a 
day. Both are now producing about 
that much in a week. Dry holes have 
been drilled in every direction from 
the two producers. The well on the 
White farm, 10 miles west of New- 
burg, is owned by a local company 
and they bailed a little oil from it 
and gave it a shot yesterday, but it 
failed to respond and is thought to be 
a failure. 

Summing up the situation as it now 
exists at Newburg and one well, prob- 
ably good for 50 bbls. a day, is all 
that it has to offer. The sand forma- 
tion is unknown and the staying qual- 
ities of the well is to- be determined. 
It cost $7,000 to drill the well, so that 
this is a matter to be considered as 
well as the grade of oil. One guess 
is as good as another when trying to 
make up an opinion as to what will 
be its future. The more enthusiastic 
will say the chances favor gushers in 
that locality, but when pressed do not 
give convincing reasons for thinking 
so. Experienced oil men are not ex- 
pressing an opinion and say they do 
not like a stray sand or the grade of 
the oil. The more outspoken pro- 
nounce the well a freak, with the 
probabilities of not finding another as 
good in the same formation. 

No new work has been started. 
Some locations have been made. The 
brick and clay company will start an- 
other well at once. Others holding 
leases in proximity to the brick anda 
clay company’s property are waiting 
for a further test of the well. Should 
it show commendable staying quali- 
ties there will be some test work 
started. D. S. W. 


KENTUCKY. 
PROSPECTS LOOK GOOD. 


SOMERSET, Ky., Nov. 12.—Pros- 
pects are better for considerable test 
work during the coming winter 
months in the Kentucky field, than at 
any period of the year. In the east- 
ern section of the state, especially in 
Lawrence county, there is a show for 
at least a few tests to be drilled. The 
latest from the Lawrence county field 
is the organization of two new com- 
panies that contemplate the starting 
of wells at once on large blocks of 
territory lately leased up. They are 
the Cochran Oil Company and the 
Reuben Fork Oil and Gas Company. 
In case oil is found in quantities to 
require a pipe line, the one in the 
Beaver creek district, in Floyd coun- 
ty, to the south of Lawrence county, 
can be extended to care for any pro- 
duction that may be found in the 
eastern section of the state. 

Western Kentucky still has a fu- 
ture before it, as the old development 
work around Glasgow, in Barren coun- 
ty, shows that oil also exists in that 
part of the hills. The slogan of the 
trade is “move west,” and leasers have 
moved westward into Hopkins, Muh- 
lenberg, Hancock, Ohio, Logan, War- 
ren, Edmonson, Grayson, Brecken- 
ridge, Davies, Henderson, McLean, 
Meade and other counties in the west- 
ern section, where large blocks of ter- 
ritory have been taken at a small stip- 
ulation per acre rental, and while 
much work may not be accomplished 
the coming winter, there is sure to 
be more or less work done in the fu- 
ture. Not long ago E. N. Gillespie, the 
well-known Illinois operator, drilled a 
test well in the southwestern portion 
of Ohio county, to the northeast of 
Central City, and put the test to a 
depth of 2,120 feet, or about 100 feet 
into the Mississippi lime, without a 
showing of oil or gas. This test is 
nearly direct south of Owensboro, and 
about 40 miles south of the Ohio river. 
Ohio county appears to be a favorite 
spot for wildcat work, as a couple of 
new companies have been organized 





at Louisville for development work in 
McLean county, as well as in Ohio 
county. McLean county is located 
directly west of Ohio county. Citizens 
of Hartford, the county seat of Ohio 
county, have organized a stock con- 
cern and will drill several wells in 
the county. The latest from western 
Kentucky is the finding of a small gas 
pressure in a test now under way at 
Hawesville, the county seat of Han- 
cock county, and on the southern 
shore. of the Ohio river, across from 
Cannelton, Ind., and south of the wells 
drilled in Perry county, Ind., a couple 
of years ago. This test found its 
gas at a depth of about 900 feet, 
which is about the proper depth to 
find the gas product. This test will 
be drilled deeper in hope of finding 
an oil pay. 

But two wells are reported from 
the Kentucky field during the week 
in review, one being a gasser and the 
other a very light oil well. 

In the Campton district, in Wolfe 
county, the Mountain Oil Company 
drilled in its test on the Jeff Brewer 
farm and secured a small gas well, 
while in the Parmieyville district, of 
Wayne county, Ross Wetzel and as- 
sociates’ No. 3, W. M. Koger farm, 
made 2 bbls. 


PENNSYLVANIA, 
WEST VIRGINIA, 
SOUTHEAST OHIO. 


SOUTHEASTERN OHIO LEADS. 








PITTSBURGH, Pa., Nov. 14.—De- 
velopment work in the eastern fields 
during the past week was not fruitful 
of any large producers. Operators 
have to be content with light wells. 
Nothing better is anticipated in any 
locality, except in the deep sand ter- 
ritory in southeastern Ohio. In the 
old districts there is no longer hope 
of finding large wells, and operators 
are satisfied if they can find paying 
producers. When the average size of 
the completions—dry holes not includ- 
ed—are considered, it is a wonder that 
the activity continues. With two ex- 
ceptions, all of the new work under 
way and starting is located in dis- 
tricts that have long been defined 
and very nearly developed. There are 
many localities that have not been so 
fully developed as to prevent a sem- 
blance of activity during the winter 
months. In this particular Roane 
county has more to offer than any 
other district. With a continuance 
of the present activity there will be 
enough work completed during the 
winter to prevent any marked decline 
in the production from that section. 
No other part of West Virginia is in 
a like position. Calhoun county, ad- 
joining, has alittle extension that has 
been furnishing some very creditable 
producers, and there is a disposition 
on the part of leaseholders to show 
greater activity than has prevailed in 
that county since the development of 
the old Yellow Creek district. 


Wildcatting is not nearly so much 
of a feature as in the early part of 
the year. The amount of work of 
that kind completed through the sum- 
mer months did not bring the desired 
result, and there is not likely to be 
much of it started before the spring. 
The only district in West Virginia 
that has any considerable amount of 
strictly wildcat work is in Kanawha 
county, looking for extensions to the 
well on the Barth-Schwartz tract on 
Blue creek, Elk district, Kanawha 
county. In all there are six wells 
drilling and starting, nearly all lo- 
cated on the northwest, west and 
southwest side of the producer. Un- 
der agitation the Barth-Schwartz farm 
well continues to produce from 50 to 
75 bbls. a day. The well has created 





a favorable impression, and there will 
be some disappointed investors if 
more producers are not found in Elk 
district. The producing formation 
has not been determined to the satis- 
faction of many, and the next wells 
due will be closely watched. By some 
it is thought the producer got its oil 
in the Big Injun formation, and if 
this proves true it will greatly en- 
courage development work. A look 
backward over the great amount of 
test work that has been completed in 
the past few years, indicates that 
those who have been active in test- 
ing the county should be rewarded. 
Not another county in the Little 
Mountain state has been so thorough- 
ly tested as Kanawha, in the past 
four years. 


Lincoln county was responsible for 
the faith centered in Kanawha. There 
is no section in the eastern fields 
where the wells have shown better 
Staying qualities than in the lasi 
named. For the money invested, the 
profits have been large. The produc- 
ing area has been fully defined and 
but one company holds any territory 
that has not been fully developed. In 
Wayne, Clay and Mason counties 
there is a little scattered work. As 
a new county, most likely to be swung 
into the producing column, Wayne is 
regarded with most favor. 

Shallow Sand Districts. 

Ritchie county, the most prominent 
in development work of any of the 
shallow sand districts, continues to 
furnish nothing better than light pro- 
ducers. More wells were completed 
during the past week than for any 
like period in a number of months, 
and the best not good for more than 
10 bbls. a day. 


In other shallow sand _ districts 
there is nothing to attract attention. 
In Wood, Pleasants and Tyler coun- 
ties there is very little work under 
way and starting. All three have 
been pretty well tested and the only 
hope for the future is very small pools 
or slight extensions to some of the 
oil developments, and the cost to find 
either will exceed the profits. 


In the deep sand territory, in Harri- 
son, Lewis, Doddridge and Marion 
counties, the gas companies are still 
the most active and the discoveries 
are of the commonplace kind. On 
Church Fork, Church district, Wetzel 
county, the Philadelphia Company 
drilled a second test on the Lemley 
hairs’ farm into the Gordon sand and 
secured a fair producer. There are 
other important test wells due in the 
sand in that district. The thirty-foot 
territory in Marion county has some 
new work starting and under way. 
There is a good deal of guesswork 
developing this territory. The thirty- 
foot formation is very erratic and a 
good producer is no indication of what 
can be had a single location removed. 

The Buckeye Fields. 

The deep sand territory near New 
Straitsville in Coal township, Perry 
county, O., got a badly discolored op- 
tic during the past week, when J. J. 
Carroll & Bro. completed their test 
on the John Turnball farm and got 
a duster. The location of this well is 
about two miles east of developments 
and is located in section 27. While 
this well is a duster, it does not make 
it certain that other producers cannot 
be found between it and production. 
With the Carter Oil Company’s test 
on the Columbus Facebrick Com- 
pany’s farm, to the northeast, a near- 
duster hope for an extension has now 
shifted to the north, where a large 
amount of new work is starting. At 
Gore, in Hocking county, there is a 
good deal of activity, and in this and 
the New Straitsville field there is 
enough work under way to furnish 
sufficient new production to give an 





increase in the daily output of the 
two districts. 

In the older part of the deep sand, 
in Perry and Fairfield counties, light 
pumpers were found during the past 
week. The last completions are so 
light as to make it scarcely worth 
while to continue developments of 
such a character. 

Outside of the deep sand territory 
a 50-bbl. producer in the shallow sand 
territory, in the Chester Hill district, 
in Penn township, Morgan county, was 


the best offering. There is a lot of 


wildcatting in Morgan county, but has 
not up to this time brought to light 
any new pools There is still a large 
amount of work under way and start- 
ing in Washington county, nearly all 
located in defined territory. 


Pennsylvania Developments. 


In the southwest Pennsylvania 
fields, Canonsburg, in Washington 
county, alone attracts attention. There 
were no completions during the week, 
and the principal feature is the stay- 
ing qualities of some of the old wells. 
The well on the Bush-Wilson lots is 
holding up at 85 bbls. a day. In ad- 
vance of the town-lot development to 
the southwest, there is some new 
work starting. One farm was leased 
during the week at a bonus, it is said, 
of $5,000. 

The fourth-sand territory, north of 
Wildwood, Allegheny county, com- 
pleted two wells, one a duster and the 
other a very light pumper. All of 
the late prospective pools in Alle- 
gheny county have fallen by the way- 
side when an effort was made to ex- 
tend their producing limits. Now and 
then a good producer is completed 
and the first efforts made to extend 
the producing limits result in dry 
holes or very light pumpers. This 
has been the result on the south 
branch of Sewickley creek, Perrysville 
and north of Wildwood. 

Recent Field Developments. 

Light wells are very much in evi- 
dence in the eastern fields. The week- 
end completions did not differ from 
those that have for some time fol- 
lowed development work in West 
Virginia and southeastern Ohio. On 
Indian creek, in Murphy district, 
Ritchie county, W. Va., the Carter Oil 
Company has completed No. ,3 on 
the Moyer heirs’ farm and has a 
gasser in the Keener sand. On Henry 
fork, Smithfield district, Roane county, 
the same company has completed and 
shot No. 21 on the P. A. Tallman 
farm and will not have better than a 
10-bb]. pumper in the Big Injun sand. 

On Freemans creek, in Freemais 
Creek district, Lewis county, the 
Philadelphia Company has drilled its 
test on the Caroline Minter farm 
through the fifth sand and has a 
gasser in that formation. On Indian 
run, Eagle district, Harrison county, 
the Carnegie Natural Gas Company 
has drilled a test on the R. R. Cun- 
ningham farm through the fifth sand 
and has a fair gasser. 

On Little Elk creek, in Sardis dis- 
trict, Treat & Rowland have started 
to drill a test on the A. C. Pickett 
farm. On Bingamon creek, Manning: 
ton district, Marion, county, the Del- 
mar Oil Company is building the rig 
for a test on the P. C. McDonald 
farm. On Little Elk creek, in Sardis 
district, Harrison county, the Vesper 
Oil Company is starting a test on the 


'R. Backus farm. 


On Morgans runs, Grant district, 
Doddridge county, the Hope Natural 
Gas Company has now drilled its test 
on the J. Hickman farm through the 
Big Injun sand and has a light gasser. 
On Tar Kiln run, McClellan district, \ 
the Thompson & Fau Oil and Gas 
Company is due in the sand at tests 
on the Thomas and Sarah Davis 
farms. On Turtle Tree fork, Union 
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lighted, Pullman sleepers, steel 
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district, Harrison county, the Reserve 
Gas Company has now drilled its test 
on the Asbury Lewis farm through 
the fifth sand and has a gasser. 

On Big Bingamon creek, Lincoln 
district, Marion county, the Philadel- 
phia Company has completed a test 
on the L. L. Heldreth farm and has a 
light gasser in the fifth sand. On 
Laurel run the Hope Natural Gas 
Company’s test on the Seymore Pick- 
ett farm is a light gasser in the Gor- 
don sand, located in Sardis district, 
Harrison county. 


Drilling and Starting Tests. 


The most important test wells drill- 
ing and starting are located in Elk 
district, Kanawha county. All of this 
work has been inspired by the pro- 
ducer on the Barth-Schwartz farm on 
Blue creek. On the same stream, 
the Hamilton Company is building the 
rig for a test on the U. S. Jones farm. 
On Elk river, the Ohio Fuel Oil Com- 
pany is down 1,000 feet at a test on 
the A. C. Myers farm and is building 
the rig for a test on the Bessie Howe 
farm. On Pinch run, the same com- 
pany is building a rig on the J. S. 
Thumb farm. On Elk river, the Ham- 
ilton Company is down 1,300 feet on 
the A. L. Schwartz farm. The same 
company is drilling at the same depth 
on the George C. and P. R. Acre farm, 
located on Indian creek. When these 
tests have been completed they will 
show if the Barth-Schwartz farm well 
is the forerunner of a new pool or 
simply a freak. Leasing in Elk dis- 
trict is still quite active. The way the 
single producer has been holding up 
has increased confidence in the sur- 
rounding territory. 

In Smithfield district, Roane coun- 
ty, the Carter Oil Company is drill- 
ing Nos. 22 and 23 on the P. A. Tall- 
man tract and has locations made 
and rigs building for 23 to 30, inclu 
sive, on the same tract. On Poco 
river, the Ohio Fuel Oil Company has 
made locations for Nos. 2 to 5, inclu- 
sive, on the W. R. T. Smith farm. On 
Rock creek, Walton district, the Louis 
F. Payne Oil Company is drilling a 
test on the J. L. Looney farm. 

Shallow Sand Territory. 

On the river front, in Union district, 
Pleasants county, Mickel & Co. have 
drilled a test on the C. P. Barker 
farm to a depth of 1,000 feet and have 
shut down. On McKim creek, Lafay- 
ette district, Albert Neely has started 
to drill a test on the David Lamp 
farm. On Bull run, Grant district. 
Jackson county, local parties have 
suspended drilling at a test on the 
Marshall Howell farm and will prob- 
ably abandon the hole. On the Little 
Kanawha river, in Elizabeth district, 
Wirt county, the Elizabeth Oil and 
Gas Company is still fishing at its 
test on the William Woodring farm. 

Southeastern Ohio. 

In the deep sand territory in south 
eastern Ohio, the best the old dis- 
tricts in Perry and Fairfield counties 
have to offer are light pumpers. In 
Rush Creek township, in the last 
named, the Carter Oil Company has 
completed No. 10 on the Rush Creek 
Land Company’s farm and will not 
have better than a 10-bbl. pumper. In 
the same district, the same company 
has completed No. 3 on the J. H. 
Stoner farm and has a show for the 
same kind of a pumper. 

In Jackson township, Perry county, 
M. J. Miller & Co. have completed a 
second test on the Charles Gabelein 
farm and have a duster. This loca- 
tion is 700 feet south of the first test. 
The Carter Oil Company is starting 
No. 9 on the C. A. Welch farm. 

In the New Straitsville district, in 
Coal township, the Hazelton Oil Com- 
pany’s No. 2 on the Harrison Hazel- 
ton farm and the Betty Oil Com- 
pany’s No. 1 on the Bolt-Gardner farm 
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are holding up at 230 and 250 bbls., 
respectively. 

In the Osage pool, -in Jefferson 
county, the Manufacturers Light and 
Heat Company has drilled No. 4 on 
the J. C. and C. B. Smith farm 
through the Berea grit and has a 
duster. 

In Ohio township, Beaver county, 
Pa., G. W. Burt has completed No. 5 
on his own farm and has a light 
pumper. Across the state line, in 
Grant district, Hancock county, 
Pittsburg parties have completed a 
test on the John Allison farm and 
have a duster in the Berea grit. 

D. S. W. 


CALIFORNIA. 
GENERAL FIELD NOTES. 








LOS ANGELES, Nov. 11.—Opera- 
tions in the Midway, while reported as 


San Francisco tomorrow of its execu- 
tive committee, the object being to 
perfect arrangements previously en- 
tered into regarding the storage prop- 
osition, and such other matters as may 
come before the members. 

The McKittrick field is reported as 
having brought in a good producer in 
section 19-32-22, the State Consolidat- 
ed Oil Company having completed its 
well No. 11 at 1,135 feet. The produc- 
tion was as high as 1,000 bbls. a day. 
The field hereabouts is not noted for 
exceptionally large wells, and the one 
just finished is far above the aver- 
age. The company has two wells 
drilling. 

The Hammon Deal. 

Time and again announcements 
have been made of a pending deal be- 
tween owners of numerous properties 
in Coalinga and Mr. W. P. Hammon, 
representing an English syndicate, for 
the purchase of 10 companies in the 





very quiet, are enlivened occasionally | 
by the bringing in of wells that show | 
conclusively that the field will be in| 
evidence for a long time to come. The | 
Midway Syndicate well, in section 4-| 
32-23, which flowed at a rate of 10,000 | 
bbls., continues to do 2,000 bbls. a 
day, and is held in at that amount, | 
experience proving that where it is| 
possible to hold in production the life 
of the well is prolonged. This has 
been demonstrated by the Buick well, 
in section 32-31-23, which is on the 
same anticline, and which has held up; 
a remarkable production for several 
months, possibly better than 3,500 
bbls. per day. This particular locality, | 
taking in an area of some seven miles | 
in extent, has proven the best pro- 
ducing territory in the Midway; the 
Santa Fe, American Oilfields, Midway 
Five, Midway Premier, Buick and 
many others having been extraordi- | 
nary producers. 

In the older parts of the Midway the | 
water problem is becoming more seri- | 


ous every day, many wells which have | 
been large producers are fast going | 
down as the water seems to be in- 
creasing, end grave fears are enter-| 
tained for the future of the field. 

The property of the Mogul Oil Com- | 
pany, consisting of 800 acres in sec- 
tions 7, 8, 18-25-20, Lost Hills, has 
been sold to James A. Ward, of Fres- 
no, who will start operations at once. 
The company had one well under way. 
Mr. Ward has other holdings in this 
field, and has great confidence in its 
future. 

Well No. 7 of the K. T. & O. Oil 
Company, in section 31-12-23, Mari- 
copa, is said to be making over 3,000 | 
bbls. a day of 23 gravity oil. Two 


other wells belonging to this company | 


in the same section are making around 
2,000 bbls. a day. 

The Baird Oil Company, operating 
in the Kettleman Hills, will make one 
more attempt to prove its property. 
The company drilled through a show- 
ing at 1,700 feet, but continued down 
to 3,000 feet without finding the sand. 


The hole will be plugged to the 1,700- | 
foot sand and a test made of the sand. | 


If not successful the outfit will be 
dismantled. 


The Sansannina well of the Union| 


Oil Company, in the Puente Hills (Ful- 
lerton) has a poor showing; its San 
Juan well, near Coyote Hills, has no 
showing at 4,800 feet. The La Habra 
Oil Company well, up towards Whit- 
tier, looks good and will make a big 
well; the Amalgamated, in La Habra 
vailey, has entered the sand at 3,000 
feet with two wells showing for good 
producers: the Standard, on the Yiarte 
ranch, adjoining, is making good prog- 
ress and near the sand. 
new territory and indications point to 
a large and prolific field. 

The Independent Oil Producers 
Agency will hold another meeting in 


This is all | 


Coalinga field. At one time the deal 
had gone so far that one Guiberson, 
representing the Coalinga parties, was 
to have charge of the company’s af- 
fairs. These, however, were only ru- 
mors. Sifted to a fine point, the one 
great obstruction to the deal lies not 
in the value of the properties from a 
production standpoint, nor in all prob- 


lability of the syndicate being unable 


to furnish the capital, but the fact that 
these companies are allied with the 
Producers Agency, and therefore un- 
der their supervision, requires a vast 
amount of consideration. Mr. Ham- 


|mon, it is stated, has asked a further 


option before closing up negotiations. 

The Universal Oil Company’s well 
No. 4, in section 32-26-21, Lost Hills, 
makes nine producing wells for that 


|company. While it is rated as making 


5,000 bbls. a day, it is well to know 
that this rate is not continuous. The 


| well was finished at 850 feet, and will 


make a good average producer. 
In section 4-32-23, Midway, the Mid- 


| way Syndicate has finished a well at 


a depth of 3,425 feet. It is making 

close to 2,000 bbls. a day, the oil being 

taken by the Standard Oil Company. 
May Cut Price. 

A report is going the rounds in lo- 
cal oil circles that the Standard Oil 
Company will cut the price of crude 
oil to 20 cents at the well within the 
next 30 days. Oil men generally are 
-talking of the rumor, but it has been 
|impossible to get any confirmation. 
above report is 


The being 


|threshed out, and, as usual, an opti- 


mistic conclusion is drawn. There is 
no confirmation of the report, and no 
one can be found to whom overtures 
|have been made by the company for 
20-cent oi] contracts. There are, how- 
over, many operators who are con- 


| gratulating themselves that they have 


been able to get 30 cents under con- 
ditions that have prevailed during the 
past two years, and conclusions set 
forth by some that prices are on the 
|}upward trend and that the Standard 
is resorting to strategy in order to 
close up long time contracts at 30 
cents or better, are made in utter dis- 
| regard of reasonable considerations of 
| the present state of affairs. 
The Standard Oil Company gives 
lout its statistics and makes public 
|the amount of oil it is handling, and 
»during the last 24 months its overstip- 
ply has increased at an enormous 
rate, in actual figures, 9,427,124 bbls. 
During the 12 months from November 
1, 1909, to October 31, 1910, its aver- 
age monthly surplus amounted to over 
| 222,509 bbls., and from November 1, 
| 1910 to October 31, 1911, its average 
|surplus amounted to 552,000 bbls. per 
month, Previous to this time its stock 
bad been accumulating for several 
years. 

It has frequently been remarked 
that had the price of oil gone down to 


20 cents over a year ago things today 
would have been better for all con- 
cerned, as many wells would not have 
been drilled with prices at that fig- 
ure; for it is argued that with mar- 
kets available oil can be produced at 
a profit even at 30 cents. 


This, and the never failing asser- 
tion that consumption is on the in- 
crease, has lent encouragement to de- 
velopments, with the result that at 
this time the small class of operators 
is face to face with a crisis that no 
amount of optimism can sidetrack. 
If there is any foundation for the 
assertion that prices are about to in- 
crease it would afford great relief to 
several hundred companies now al- 
most stranded to know the logical 
reason therefor. 
There is no getting around it,—the 
Ventura county oil field has proved 
disastrous to hundreds of companies. 
There is a lurking suspicion of oil in 
every nook and corner of the county; 
it oozes from the crevices in the 
-mountains and bubbles from the moun- 
tain streams. Prospectors are led 
away by its allurements and geolo- 
gists have rendered flattering reports 
of its prospective future, but some- 
how, disappointment follows every 
venture, and the old field continues to 
lie in wait for victims drawn on by its 
attractiveness. 

Buys Interest in Paper. 
It is reported that E. L. Doheny, 
the millionaire oil magnate of the Pa- 
cific slope, has broken into the news- 
paper business, having become inter- 
ested with William R. Hearst in the 
recently reconstructed Los Angeles 
Herald. 
If any city was ever overburdened 
with overproduction of newspapers, 
Los Angeles is the dumping ground, 
having three morning and three even- 
ing papers. As there has been an aw- 
ful lot of jabberwock going on among 
them, it may be interesting to know 
how the situation stands from a pure- 
ly disinterested point of view, and the 
handicap which faces our producer 
friend in putting this publication on a 
dividend paying basis. 


The Los Angeles Herald is the old- 
est daily newspaper published in the 
city, having been established over 35 
years ago. It has had a most eventful 
career, and up to the present time has 
proved a hoodoo to every man or com- 
bination of men who have allied their 
capital with it. 


= 


In 1900 Wallace L. Hardison, one of 
the pioneer operators for oil in the 
Pacific from the East, who had 
cJeaned up a neat fortune in the busi- 
ness, got the journalistic fever and 
organized a stock company to carry 
the affairs of this publication to a suc- 
cessful issue. Mr. Hardison had po- 
litical aspirations which failed to ma- 
terialize, and although possessed of 
possibly $200,000, he lost every cent 
of it in an effort to put the paper on 
a paying basis. Many capitalists from 
time to time were induced to put up 
their coin, and in spite of promising 
prospects in the future, it seemed des- 
tined to fail of accomplishing a suc- 
cessful goal. Whatever may have been 
its faults, no criticism could be placed 
against it as a clean home newspaper. 

Up to last week, when it changed to 
an evening issue, the paper was issued 
mornings and Sundays. Last spring 
the management decided to issue the 
paper evenings instead of mornings. 
This incurred the displeasure of one 
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Edwin T. Earl, proprietor of the Even- 
ing Express, which, by the way, is a 
clean and influential paper, regardless 
of what opinions may be expressed 
against its proprietor. Mr. Earl is a 
millionaire several times over, whom, 
it is needless to state, has gathered 
his wealth independent of the news- 
paper business. The Express columns 
were filled with tirades against Wm. 
R. Hearst and Gen. H. G. Otis, of the 
Examiner and Times, claiming that 
these people, owning the Associated 
Press franchise of the Herald, were 
about to prostitute the columns of 
that paper in the interests of the 
Southern Pacific railroad and graft, 
and announcing that in the event of 
the Herald becoming an evening pa- 
per, the Express would at once start 
a morning penny paper. This threat 
he made good, and on July 4 last, the 
Tribune made its appearance. The 
penny paper was a howling success, 
over 30,000 subscriptions having been 
gathered in less than one week and 
something near 80,000 being claimed 
for it at the present time. 

Then came a_ municipal political 
campaign in which four candidates for 
mayor, George Alexander, the present 
incumbent; W. C. Muschet, Miles 
Gregory and Job Harriman, being the 
candidates. Mr. Alexander represent- 
ed the Good Government party; Greg- 
ory and Muschet, Independent, and 
Job Harriman the Socialist. The Ex- 
press advocated Alexander, the Times 
and Examiner plugged for Muschet 
(Gregory wasn’t in it) and the Even- 
ing Record espoused the cause of Job 
Harriman. At the primaries Mr. Har- 
riman showed a strength that was not 
anticipated even by the over-zealous, 
and came near getting elected by a 
majority over all, running 4,000 votes 
ahead of Alexander, the nominee over 
Muschet and Gregory. This was like 
a thunderbolt from a clear sky, and 
now one of the warmest campaigns in 
history is on. 

After the smoke of battle had 
cleared away, Mr. Hearst, with his 
usual adaptitude at switching, finding 
his idol shattered and his candidate 
woefully snowed under, boards the 
Alexander band wagon and lustily 
calls on Mr. Earl to step down and out 
and let the Examiner wage the Good 
Government campaign on to victory. 

The whole situation is ridiculous, as 
showing the animus existing between 
the Express and Tribune on one side 
and the Times, Examiner and Herald 
on the other, advocating the same 
candidates and, at the same time, 
quarreling like cats and dogs ameng 
themselves and questioning the mo- 
tives that have lined each other up in 
the cause of “Good Government.” 

Old “Uncle George,’ the present 
mayor, has filled the office with credit 
and honor; he has‘ the confidence of 
the people, but the caterwauling of all 
this alleged newspaper influence, ac- 
cusing each other of dishonesty and 
sraft, has polluted the columns of the 
papers concerned. to such an extent 
that the intelligent voter is inclining 
to the belief that all newspaper pub- 
lishers (so far as Los Angeles is con- 
cerned) are a set of would-be grafters 
and ward-heelers whose sole ambition 
is to become political bosses. This, at 
least, is the only inference one can 
arrive at if confidence can be placed 
in the statements made by either 
side, 

And now, since suffrage has been 
allowed to our female population, the 
Herald finds a new field of effort in 
espousing the woman’s cause, so with 
thé superior knowledge of Mr. Hearst, 
and backed by Mr, Doheny’s millions, 
made in the oil game, there is a lin- 
sering possibility that the publication 
may hold the fort, even at a losing 
game, for some time to come. 

“4 Cc, H, a. 
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OHIO FIELDS ACTIVE. 





LORAIN, O., Nov. 12.—At this time 
the most attractive of all fields east 
of St. Louis is the territory known 
as the Clinton sand gas districts of 
central Ohio. Numerous gas com- 
panies are operating in the field and 
the fact that they have found oil in 
paying quantities in different sections 
has stirred up the oil trade to such 
an extent that the deep sand territory 
has no further horrors for the trade, 
and leasers are rushing over the vast 
area of territory, picking up every 
available acre that has been left over 
by the gas companies. This territory 
does not cover a small acreage, but 
runs over numerous counties, prac- 
tically extending from the Ohio river 
on the south to Lake Erie on the 
north, a distance of over 200 miles. 
Ashland county is the main part of 
the heavy gas operations at this time 
while Knox, Licking and Hocking 
counties have their share of the 
active work. In the central Ohio coun- 
ties thus far oil has been found in 
Medina, Cuyahoga, Holmes, Richland, 
Knox, Coshocton, Licking, Musking- 


um, Hocking, Perry, Fairfield, Vinton, |- 


Athens and Ross counties. The most 
northerly developments that showea 
oil were near Litchfield, in Medina 
county, and at Newburg, in Cuyahoga 
county, while a number of years ago 
some very good wells were found in 
the southern section of Richland 
county, south of Mansfield, near the 
town of Butler. 

Holmes county, especially the east- 
ern section, has been producing some 
oil for a number of years and now 
the indications are good for the find- 
ing of the product in the western sec- 
tion. Next, to the south, comes Cosh- 
octon county where two wells show 
for very good producers near West 
Carlyle, and the northwestern and 
southwestern sections of Muskingum 
county, the northeastern and south- 
eastern parts of Licking county, as 
well as near SBladenburgh, in the 
southeastern section of Knox county 
have shows of oil in the gas districts. 
The first oil found in Fairfield county 
was near Sugar Grove a number of 
years ago when the drilling for gas 
began in that field. The oil was found 
in a lime formation above the Clinton. 
These wells have about played out, 
and many of them are being abandon- 
ed. Later on oil was found at Rush- 
ville by the Rushville Oil and. Gas 
Company, which lead up to the de- 
velopment work started at Bremen. 
The oil fields at Bremen, Junction 
City and Straitsville have been active 
for a couple of seasons, but are now 
going backward with the exception 
of the Straitsville end where work 
remains active and the field is broad- 
ening out to a considerable extent. 


The development work in the north- 
ern end of the field is more for gas 
than oil, but the trade is not adverse 
to finding an oil pool now and then. 
Hocking county, to the south end of 
the field, is now the real center of 
attraction in the oil producing end 
of the industry. There is sure to be 
great activity in the northeastern part 
of the county if the Oreville-Gore pool 
can be extended westward as far as 
Webb Summit, and the chances are 
very favorable, as there is nothing 
yet drilled to condemn the interven- 
ing territory. The old Acres well at 
the Summit, drilled two years ago, 
shows that oil exists there. Only 
about a mile to the northeast of the 
Summit is the Terrell farm producer, 





. 


and if the Clise well on the Linton 
land, to the southward a little over 
a mile, proves a producer, then work 
will become more active as the trade 
will have a larger scope of territory 
to work on. 


The Kumfort Oil and Gas Company 
has the timbers and material on the 
ground for a rig on the Ham Lemon 
farm, near the Summit, where it has 
leases on 800 acres of land. The com- 
pany is too busy at work around 
Straitsville to start the work. This 
company figures on starting the well 
as soon as it drills in the well now 
nearing the sand on the Spencer lots 
at Straitsville. There is also a little 
excitement near Crooksville, in the 
northeastern section of Perry county, 
where the Electric Oil and Gas Com- 
pany some weeks ago drilled in a 
small producer on the Brown farm. 
This development is about 15 miles 
northeast of Junction City and about 
the same distance southeast from the 
new oil wells found in the southwest- 
ern part of Muskingum and in the 
southeastern section of Licking coun- 
ty, near the hamlet of Gratiot. 


APPLICATION HEARD. 





The application of the Iroquois 
Natural Gas Company, of Buffalo, N. 
Y., to the Public Service Commission 
for authorization to conduct the busi- 
ness of various subsidiary natural gas 
companies in this State, was heard be- 
fore the Public Service Commission 
of the Second’ District in the Chamber 
of Commerce building November 5. 

The companies included in the 
application were the Buffalo Natural 
Gas and Fuel Company, the United 
Natural Gas Company, of Pennsyl- 
vania, a corporation that gives serv- 
ice in Pennsylvania and Western 
New York, and the natural gas com- 
panies of Springville, Angola, North 
Collins, Hamburg, Blasdell, Jewett- 
ville, Ebenezer, Gardenville, West 
Seneca, Armour and other places. 

Those in Merger. 

The chief companies to be merged 
are the Buffalo Natural Gas and Fuel 
Gas Company of Pennsylvania. The 
latter gives service to many villages 
in Western New York. 

The object of the application is to 
facilitate the business and reports of 
the various companies to the State of 
New York by having all make their 
report. through the Iroquois Natural 
Gas Company. The United Natura) 
Gas Company, of Pennsylvania, it was 
pointed out, is an alien corporation 
from the local viewpoint, and yet it 
does a great deal of business in this 
State. By combining with the va- 
rious other companies, it is claimed, 
a great saving will result in the mat- 
ter of cost of manufacturing. 

The witnesses heard were Raymond 
Cross, general superintendent of the 
Pennsylvania Natural Gas Company; 
William Hastings, of Buffalo, division 
superintendent of the same company 
in this State; W. P. Craig, field super- 
intendent, and Ferdinand Sartoris, of 
Oil City, another representative of 
the Pennsylvania Natural Gas Com- 
pany. 

The commissioners present were 
Chairman Frank W. Stevens and John 
B. Olmstead. Former Justice of the 
Supreme Court, Daniel J. Kenefick, 
represented the Iroquois Natural Gas 
Company. City Attorney Henry D. 
Sanders represented the corporation 
counsel’s office. 

The inquiry on the part of the Pub- 





lic Service Commission dealt with the 
physical condition of the pipe and 
other properties of the various com- 
panies. No action was taken as other 
witnesses are to be heard. 





STATE GETTING BUSY. 





The State Public Utilities Commis- 
sion of Kansas is going to find out 
what its relations to the Kansas Nat- 
ural Gas Company is. This is the 
concern that has contracted to furnish 
Topeka, Lawrence, Atchison and other 
Kansas cities with gas. Many com- 
plaints have been made to the Com- 
mission about the failure of the com- 
pany to deliver. The Commission 
hasn’t exactly determined whether or 
not it has jurisdiction. 


“It would seem,” said E, H. Hogue 
land, “that some department would 
have authority to do something with 
the company. If it cannot furnish all 
the cities with gas—if its extensions 
have been too great for its capacity, 
it ought to be limited.” 


Complaints have been made against 
the company furnishing Wichita and 
Hutchinson with gas. It is charged 
that Wichita was receiving gas when 
Hutchinson was. without. It is 
charged that this constitutes discrim- 
ination. It is said that the contracts 
between the company and Wichita 
and Hutchinson are precisely the 
same and that one town is just as 
much entitled to gas as another. 


COMPLAINING ON SUPPLY. 


Many of the Kansas and Missouri 
cities which are receiving their gas 
supply from the Oklahoma and Kan- 
has gas fields are making a vigorous 
protest against the manner in which 
the supplying companies are looking 
after their wants when the weather 
is a little chilly. Most of the cities 
have been suffering from the lack of 
gas during the past few winters and 
steps are being taken to ascertain 
whether or not the fault lies with the 
companies or with the gas supply. The 
Public Utilities Commission of Kan- 
sas City, Mo., has had Professor E. H. 
Haworth, of the Kansas State Uni- 
versity, making an investigation in the 
Kansas and Oklahoma gas fields for 
the past few months and his report 
will probably be published this week. 
He has looked the situation over from 
a practical standpoint and some ac- 
tion will probably be taken after his 
report is made public. He is quoted 
as follows: 

“Wie have not formulated any re- 
port as yet, having only a large mass 
of data that we will work up in the 
next two weeks. As far as I can tell 
now, there is going to be gas this 
winter, but I don’t believe there will 
be twenty-five years from now. From 
the data I have now, I feel sure there 
will be a good supply all this winter 
and I don’t believe there is any rea- 
son for worrying right now. I should 
say, however, it would be well ad- 
vised for every one to keep a little 
supply of other fuel in his cellar in 
case the supply should go back on 
him. 

“IT have gone over the ground thor- 
oughly and as far as I can see now 
there will be no famine this winter, 
but the outlook is not very bright for 
the future.” 

A franchise was granted to the 
Southwestern Gas Company at New- 
kirk, Okla., at an election held No- 
vember 8, It was obtained by E. W. 





Marland and the vote was 194 for 
the franchise to 19 against it. 


BACK TO COAL. 





_—_—— 


E. L. Brundrett, president of the 


Kansas City Gas Company, of Kansas; 


City, Mo., has filed with the city clerk 
the usual notice abolishing special 
rates on natural gas for manufactur- 
ing and boiler purposes. In the sum- 
mer when the consumption of natural 
gas in the homes is less these special 
rates are made, but in winter, when 
more is used for heating houses, the 
rate is abolished and the manufactur- 
ers return to the use of coal. 


STILL ARGUING THE CASE. 


A demurrer to the city of Chicago’s 
bill for an injunction to prevent any 
violation of its 70-cent gas ordinance 
was filed in Judge Kickham Scanlan’s 
court November 10 by the People’s 
Gas Company. 4 

Instead of filing a plea in the case 
before the court, as Judge Scanlan 
had suggested, James F. Meagher, 
vice-president and general counsel for 
the company, demurred to the pro- 
ceeding on the ground that the same 
case is recited in a petition for a re- 
view of the rates brought by the com- 
pany before Judge John Gibbons last 
summer. 

It is probable Judge Scanlan wiil 
call the attorneys for the company 
and the city into his court this week. 
In the event that he sustains the de- 
murrer, the company will proceed in 
an effort for a ruling by some court 
directing the city to file its answers 
in the case before Judge Gibbons. 
Corporation Counsey Sexton will op- 
pose the demurrer on the ground that 
the proper procedure for a review of 
the rates is that begun by the city, a 
bill in chancery. 


UNDERGOES OPERATION. 





J. M. Garard, vice-president and gen- 
eral manager of the Ohio Fuel Supply 
Company, with offices in West Gay 
street, was operated upon November 
6 at Grant Hospital for gall troulle 
and stood the operation very well. [n 
addition to the trouble for which tie 
operation was made, the appenix 
also was removed. 

Later reports were that Mr. Gar:rd 
was resting well and that there «p- 
pears to be no doubt of his early re- 
covery. Mr. Garard has been ill or 
over a year and for most of the tine 
practically unable to remain at his of- 
fice. Some weeks ago there was 4 
change for the better, and his ph. si 
cians advised the operation as soon as 
his physical condition was such tat 
it could be performed without unne: ¢s- 
sary danger. It is believed now tat 
within a short time he will be f: lly 
restored to health. Mr. Garard is 
known to all natural gas men in he 
country, having but recently reti ed 
as president of the Natural Gas 1% 
sociation of America——Ohio Stute 
Journal. 


WILL VOTE ON FRANCHISE. 


The citizens of Ponca City, Okla. 
will vote on the proposition of grint- 
ing a natural gas franchise to E. W.\ 
Marland on November 16. Under ‘he | 
terms of the franchise the grant is to 
be good for 21 years and Mr, Marland 
is paying all of the expenses of the 
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that a franchise was granted at one 
time to the John Smith company and 
the present company furnishing gas 
bought up the franchise and proceed- 
ed to beat the city out of its just rev- 
enue. It is argued that if another 
franchise is granted the old company 
will probably buy up the new fran- 
chise. 


WILL GET MORE GAS. 


It is expected that the gas line be- 
ing constructed from Medina to Lima, 
O., will be completed and in opera- 
tion by November 19. A statement 
was given out by Frank Cutchall, sec- 
retary of the Lima Gas and Electric 
Company, to that effect, and assur- 
ance is also had from General Man- 
ager L. G. Neely, of the Medina Gas 
ana Fuel Company, that an increased 
supply will be on hand-at that time. 
The city of Lima at present is very 
short on gas, the old districts from 
which the supply was obtained having 
declined appreciably. A contract for 
65 miles of line was let by the Lima 
Gas Company August 22, and work 
has been rushed to complete it. St. 
Marys, Wapakoneta, Celina, Kenton 
and Lima will be supplied by the new 
line. The line connects with that of 
the through line between Mansfield 
and Kenton, and it is expected that 
the lateral now being laid will reach 
the main line no later than the above 
date. A number of men are being 
employed in its construction and the 
work is being pushed. 


RUSHING GAS LINE. 





The Batavia-Alden Natural Gas 
Company, which is laying a line from 
Batavia to Attica, N. Y., is making 
rapid progress with the work. About 
a mile a day is being laid and at 
present the company has completed 
the line to the old Fargo Stand, which 
is about half the distance to Alexan- 
der. The majority of the people in 
that town will have gas installed in 
their homes, as will also a number of 
farmers along the line. 





WANT NATURAL GAS. 





Now that so much natural gas has 
been developed in Central Ohio and 
as the product comes as far north as 
Toledo, the people of Monroe, Mich., 
are anxious to get a supply of the nat- 
ural for their city. During the early 
days of the Trenton rock gas fields, 
the product was supplied to Monroe 
people and once having the _ ex- 
perience of burning the product are 
anxious to be connected again with a 
gas line. At this time many of the 
people of the thriving city are burn- 
ing artificial gas for cooking and 
lighting at a flat rate of $1.20 per 
thousand and want to get back to 
natural gas at a much less figure. 
There is some talk of the gas people 
in Central Ohio constructing a line to 
Detroit and if this was done there 
are several towns of importance be- 
tween Toledo and Detroit that couid 
easily be connected to a trunk line. 
Wyandot and other towns along the 
proposed line are also anxious to get 
natural gas to their towns. 


A REAL GAS PLANT. 





There are two varieties of gas 
plant. One is a manufacturing estab- 
lishment where coal is converted into 
gas for illuminating and heating pur- 


come in contact with a lighted match. 
The fraxinella is also noted for its 
fragrance and longevity if not dis- 
turbed. One plant in a New England 
garden is doing its best to outlive a 
third generation, and elsewhere a 
clump is still flourishing after no less 
than thirty-seven years on a grave— 
one of the most difficult of places for 
a perennial to keep up a long struggle 
for existeuce, let alone a normal life. 
—New York World. 


SHOWING THE KING. 


CLEVELAND, O., Nov. 6.—The King 
of Patagonia is about to receive his 
education through the courtesy of the 
Standard Oil Company. The _ king 
,doesn’t know yet the name of John 
D. Rockefeller, nor the interest the 
world’s noted philanthropist is taking 
in him, but he will know it shortly. 

Captain William Lynn, master of 
the Eocene, steel. steamer, is the man 
to whom is delegated the duty of 
showing the King of Patagonia the 
uses to which Standard Oil may be 
put. The Eocene, loaded with refined 
oil and gasoline, started today for 
Patagonia to introduce the Standard 
to that country. Captain Lynn will be 
the king’s guest—New York North 
American. 
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NEW YORK, Nov. 13.—Inquiries for 
petroleum and most products has been 
less active, as is usually the case fol- 
lowing recent large sales, and orders 
for the week just ended show a ma- 
terial shrinkage compared with the 
total for the preceding week. The 
decrease has been confined mostly to 
refined illuminating oil in cases, also 
in bulk, as well as to naphtha, gaso- 
line and benzine. Lubricating oils and 
gas oil, however, continue active and 
large lines changed hands at steady 
prices. The situation in illuminating 
oils for export remains about un- 
changed and competition by foreign 
oil syndicates continues brisk, but 
large cuts in prices are less frequent. 

There were moderate inquiries for 
vessels to load full cargoes of petrol- 
eum and charters for the week just 
ended show a shrinkage, but rates are 
being firmly maintained. Fixtures in- 
cluded the steamer Warrion, 140,000 
cases, December loading, hence to 
Brazilian ports at private terms, ship 
Port Patrick, 60,000 cases, December 
loading, hence to Australia at pri- 
vate terms and the steamer Loda- 
ner, 150,000 cases, Japan, also at pri- 
vate terms. For the week ended No- 
vember 9, the total charters for petrol- 
eum, covering oil in bulk, barrels, 
cases, etc., reduced to crude equivalent 
amounted to about 290,000 barrels, 
showing a substantial decrease compar- 
ed with the total for the preceding 
week. 

Orders booked for petroleum and 
products outlined in the following 
weekly review are based on terms, de- 
livered vessel free on board, New York 
or Philadelphia, covering 200 case lots 
and upward and 200-bbl. lots and up. 
ward, unless otherwise specified. Prices 
are based on standard white oil, 1¢ per 
gallon higher being paid for water 
white oil. Less activity in refined oil 
in bulk, resulted in moderate sales, 
covering only 110,000 barrels at 3.85¢ 
per gallon, while in barrelled lots fair 
lines changed hands at: 7.35c per gal- 
lon, for cargo lots. Refined in cases 


crease, with orders booked at 8.85c per 
gallon, while the balance, made up of 
3,000-case lots and upward, covering 
some 115,000 cases, changed hands at 
9¢ per gallon. Continued activity in 
naphtha, led to large sales aggregat- 
ing over 78,000 cases (mostly in bulk) 
booked at 21%4c for 73@76°; 14%c for 
stove and at 18% for auto 68@73°, in 
cases. Benzine met with a heavy de- 
crease in sales, only 11,000 cases 
changing hands at 12%c per gallon for 
52@62°. Gasoline also shared in the 
shrinkage, about 4,000 cases being 
booked at 2344c per gallon for 86°. 
Lubricating oils continue in active re- 
quest, over 50,000 barrels (part in 
bulk) changing hands at full prices, 
as to brand. Increased inquiries for 
gas oil, led to large sales, covering 
fully 60,000 barrels (in bulk), while 
in fuel oil trade continued quiet. 

Clearances of petroleum at the port 
of New York from January 1 to No- 
vember 9, 1911, aggregated 620,477,634 
gallons, showing a gain of 64,680,487 
gallons compared with the same time 
in 1910. Clearances at Philadelphia 
from January 1 to November 9, ag- 
gregated about ~302,000,000 gallons, 
showing an increase of some 37,000,000 
gallons, compared with the total for 
the same period last year. 

Cables and correspondence from the 
leading European centers and oil 
fields abroad, note keen competition in 
illuminating oil and steady to firm 
markets for crude oil respectively. In 
the London and Liverpool markets 
trade in kerosene continues season- 
able at unchanged prices for American 
and Russian oil. High prices for crude 
oil in Russia continue easy in tone at 
the recent decline in the Baku mar- 
ket. Liquid fuel oil also in lesser de- 
mand, due in part to the increased 
production of coal. In case oil little is 
being done, factories generally work- 
ing on quarter time. Drilling in the 
Baku oil fields, is being vigorously 
pushed, owng to the present small pro- 
duction and high ruling prices. The 
situation in the Galician market has 
not changed to any extent while simi- 
lar conditions exist in the Roumanian 
market. In both markets trade in 
export parcels of illuminating oils, is 
still being carried on at the expense 
of prices. At Yokohama and Shanghai 
prices of American and Eastern oil, in 
cases and in bulk closed unchanged 
under a steady demand. In the Indian 
markets, no further price changes have 
been effected, but quotations on Ameri- 
can and other foreign illuminating oils 
closed wholly nominal, owing to se- 
eret concessions being made on large 
lots. In the Philippine markets, a 
steady tone is noted, under a season- 
able demand for the leading brands of 
kerosene. 


The following «table gives the charters 
for petroleum, covering refined, crude, naph- 
tha, etce., reduced to crude equivalent, with 
daily averages compiled in barrels, for the 
week ended November 9 and from Novem- 
ber 1, 1911: 

Day Since Nov.1 Aver. 


Nov. 8....c0.0s- 50,794 385,715 128,572 
NOV, 4..-see0e0- 57,620 443,335 110,834 
Nov. 6....--+00- 47,619 490,954 81,826 
Nov. 7..-cseeee- 63,492 554,446 79,207 
Nov. 8...secc0es 44,444 598,890 74,861 
Nov. 9...seeeees 21,429 620,319 68,924 


The clearances of petroleum at the port 
of New York for the week ended November 
9 and since January 1, 1911, with compara- 
tive figures, compiled in gallons, were as 
follows: 


Week Since Jan. 1 1910 





Refined .... 5,920,970 554,742,390 480,893,314 
Crude 2.065 sessesee 34,307,851 29,964,442 
Naphtha 2,706,000 66,029,901 47,461,139 
Benzine 102,240 20,463,690 5,514,611 
Gasoline ... 39,920 12,436,972 17,785,964 
Lub, Olls... 7,655,087 89,009,121 173,774,794 
Min, Oils... 33,000 2,446,788 2,264,269 

Total..... 16,457,217 779,436,713 657,658,533 


Foreign Closing Cable Quotations. 








attracted good attention, but orders 


(American refined in barrels, standard white 
oil ex-wharf.) 





MAY DO WORK. 





ALBANY, Tex., Nov. 3.—Consider- 
able work is being done to develop 
oii fields in this county. Neff & Over- 
man have been here for several days, 
obtaining leases throughout the north- 
ern and eastern portions of the coun- 
ty. Agents of The Texas Company have 
been securing many leases also, as 
has a Fort Worth company, headed by 


‘Max Elser, the latter securing tracts 


between Moran and Putnam. Water 
in the first gas well, near Moran, gave 
The Texas Company some trouble, but 
the second well is producing much gas 
and work is under way on a third 
well. A well is being drilled on the 
J. H. Nail ranch and a Texas company 
corps of surveyors made a survey of 
it from Albany. 


TOO MUCH MONEY. 





Bishop T. P. Thurston, of the East 
Oklahoma diocese, refers to the Osage 
Indians as the “richest folks in the 
world,” and says he thinks too much 
money has been hurtful to the In- 
dians. He says: “The Osages are 
still blanket Indians. They are worth 
$20,000 apiece, person by person. The 
youngest of them is worth as much 
as the oldest. They own a certain 
sum in the United States treasury, 
and receive their quarterly stipend. 
Each of them owns 160 acres of land, 
and in that land they are finding coal 
and oil and valuable metals. They 
will not work. ‘Why should we work?’ 
they say. If they want anything done 
they hire a white man to do it for 
them. Gambling is common among 
them. I was told of a 13-year-old 
Osage boy who in the morning had 
received $20 from the government, 
and in the middle of the afternoon 
had lost it all by gambling. It looks 
to me as if the United States govern- 
ment was in a fair way of being the 
victim of its own sense. of justice. 
People who are not producers or 
workers have no place in the world. 
These Osages have plenty to live on. 
Their requirements are very meager, 
and their sense of cleanliness is not 
very keen.’”—Independence Reporter. 


NOTICE OF RECEIVING BIDS FOR 
LEASING OF PUBLIC LANDS 
FOR OIL AND GAS PURPOSES. 





Notice is hereby given that the Com- 
missioners of the. Land Office will 
receive bids up to and including De- 
cember 11th at 4 o’clock p. m., at the 
office of the Secretary, in. Oklahoma 
City, Okla., on the following described 
lands, situated in Kay county, to-wit: 

Section 13, township 26, north, range 
2, east. 

The said lands to be leased for oil 
and gas purposes under the provi- 
sions of the laws of Oklahoma for 34 
period of five years, with the prefer. 
ence right to re-lease for an additionai 
period of five years, at twelve and 
one-half per centum royalty of the 
total output of said lands, and such 
bonuses as may be offered. All bids 
must be accompanied by a certified 
check or bank draft in the sum oi 
$3,000, payable to the Commissioners 
of the Land Office of the State of Ok- 
lahoma, said sum being deposited as 
earnest money. 

All bids must be made on forms 
furnished by the secretary. For full 
information address John E. Williams, 
Secretary, Oklahoma City, Okla. 
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A REPORTED SALE. 





Negotiations for a $3,000,000 gas 
consolidation have been completed at 
a conference held at Cleveland, O., by 
which practically all of the natural 
gas business of western Ontario, Can- 
ada, passes into the control of Buffalo 
and Canadian interests. The Buffalo 
interests, which include such well 
known men as Phillip W. Roth, R. L. 
Pattison, Perry A. Little, L. E. Wil- 
let and W. C. Barker, bought out the 
holdings of Smith, Neely and Mur- 
dock, of Ohio. 

The United Fuel Supply Company, 
the Ridgetown Fuel Supply Company 
and the Northern Pipe Line Company, 
in which the above Buffalo men are 
the largest stockholders, are consoli- 
dating with the Volcanic Gas Com- 
pany, which company has franchises 
and contracts to supply numerous big 
industries. 

The larger cities supplied in Can- 
ada are Windsor, Chatham, Sarnia, 
Wallaceburg, Blenham, Ridgetown, 
Essex, Petrolia, Dresden, Brigton and 
Tupperville, 


OIL INSPECTOR REPORTS. 





The financial report of the city oil 
inspector of Chicago, Ill., for the 


month of October shows 67,762 barrels | 


were inspected, an increase of 5,697 
barrels over October of last year. 
This closes the first six months of 
the present administration, and dur- 
ing that time 385,669 barrels have 
been inspected, an increase of 53,379 
barrels over the same period last 
year. The inspector has turned over 
to the city collector during these six 
months net receipts of $16,238.65. 


GRANTED NEW TRIAL. 





A. A. Truskett, convicted of the 
murder of John D. S. Neely, of Lima, 
O., who was prominently connected 
with the oil and gas business, will 
be given a second trial, according to 
a decision handed down by the su- 
preme court of Kansas last Saturday. 
Truskett was found guilty and sen- 
tenced to life imprisonment last 
March, by Judge T. J. Flannelly, of 
the district court of Montgomery 
county, Kas. Following his convic- 
tion, he was placed in the county jail, 
but a few days later was released on 
a $50,000 bond. His attorneys took 





immediate steps toward a second trial 
and the arguments were made before 
the supreme court of Kansas on Octo 
ber 25. A large number of excep- 
tions were taken to Judge Flannelly’s 
decision, but the principal one and 
the one made strongest by the defense 
was his failure to instruct the jury on 
self-defense. The matter will come 
up in the January term of court. 


SOMETHING FOR NOTHING. 


R. A. Haight, superintendent of the 
Alton, Ill., Public Schools, has a check 
for 55 cents which he prizes highly. 
It was received from the Standard Oil 
Company’s district office at Decatur, 


Ill., unaccompanied by any explana- 
tion. As a consequence, there was 
considerable speculation on the part 
of the school superintendent. 

It was learned finally that the 
money was a rebate on a barrel of oil 
purchased by the School Board. Be- 
tween the time of ordering and the 
delivery of the oil there was a slight 
decline in the oil market. The School 
Board was given the benefit of the 
drop, which amounted to a fraction 
over 1 cent a gallon. 





OIL REFINERY. 


The selection of Fort Worth by the 





Pierce-Fordyce company for the loca- 
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tion of a million dollar: oil refinery, 
with car-repair shops to follow in the 
near future, is another recognition of 
the commanding importarce of this 
city as a place for manufacture and 
distribution. 

The new company will begin opera- 
ytions with 100 to 150 skilled workmen 
,and that number will rapidly increase 
in the natural development of a busi- 
ness that seems to have no limit of 
¥ypossibilities. More important than the ° 
institution itself is the fact that its 
by-products will afford cheap fuel for 
manufacturing and will give Fort 
Worth a decided industrial advantage 
over other cities of the southwest.— 





Fort Worth, Tex., Record. 























OKLAHOMA IRON WORKS 


TULSA, OKLA. 


Agents for Manufacturers of Oiland Water Well Aapinine 
“Sauer Drilling and Fishing Tools, Rig Irons, presen eomernari 
meee | High Pressor Pipe Line Pumps, Drill | "7% fo" 4 ste co 
ae ing Engines, Heavy Oil and Gas Well Carried in Stock at 
qe | eee ern bowers, Jacks and erie 


























Hope 


PITTSBURGH, PA. 


Engineering and Supply 


Company 


CONSULTING AND CONTRACTING ENGINEERS 


IN. 
ain 





NATURAL GAS 


KANSAS CITY, MO- 








We investigate gas propositions, plan piping systems, estimate cost and back 
our estimate with a proposal to equip, construct and start operation of plant. 









































Brilliant Oil 
Pennant Gasoline 
Turpentine 


(The Family 














Compression Cup Grease 
Engine Naphtha 
Candles 
Paraffine Wax 
Eupion Oil 


Also Rayo Lamps, Perfection Heaters and ‘Perfection 
Wick Blue Flame Oil Stoves 








WATERS PIERCE OIL CO. 





Linseed Oil 
Lubricating Oils 
Axle Grease 


Safety Oil) 














Si. Louis, Mo. 

















Home Office 420 Olive St. 
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CRUDE OIL MARKET. 


Quotations on Credit Balances as 
Posted by the Pipe Lines. 





The price of Kansas and Oklahoma oil 
was advanced from 42 to 44c, January 2 On 
January 3 the price of Caddo was advanced 
from 42 to 44 cents, and on March 13 the 
oil was graded, the prices established being 
60c for light and 44c for heavy. On ay 
2 advances were made as follows: Tilinois 
light from 60 to 63c; Illinois heavy, on. 52c 
to 55c; Princeton, Ind.. from 6 63c; 
Kansas and Oklahoma, from 44 to m.. Cad- 
do, 40° and above, from 50 to 55c; Caddo, 
under 40°, from 44 to 50c, On June 14. ad- 
vances were made as follows: Illinois light. 
from 63c to 65c; Princeton, Ind., from 63c 
to 65c; Kansas and Oklahoma from 46c to 
48c, and Caddo above 40°. from 55 to 60c. 

On August 1 The Texas Company reduced 
the price of-Caddo light oil from 60c to 48c, 
the Gulf and Standard remaining at 60c. 
that date also re- 


The Texas Company on 
oil from 


duced the price of Caddo heavy 











50c to 40c, the Gulf and Standard posting 
the same quotation on August 9. On July 
15 prices of all Gulf Coast oils were re- 
duced 2c. On September 15 the prices 
of the following grades of oil were ad- 
vanced 2c: North and South Lima, In- 
diana, Princeton, Somerset, Illinois, Kan- 
sas and Oklahoma, Caddo Light, and Can- 
ada. 
Kansas and Oklahoma. 
Prairie O. & G. Co., all gradeS.......+-- 59 
Gulf Pipe Line Company......-++-+++++ 5u 
The Texas Company......seeereeeeeers 50 
Caddo. 
Under 38°, all companies.........-..++++ é 
38° and above, The, Texas Company.... 
28° and above, Guif Refining Co......-- 62 
38° and above, Standard Oil Co......-. . -62 
North Texas. 
Corsicana, light .....ccccccccecseeveeees 
Corsicana, heavy 
Henrietta 
Spindletop 
Sour Lake 
Batson  ....eeeesceeees 
Saratoga 
Humble  ........02006- 
Dayton 
Pennsylvania ...-.sceec--eseseees 
COTNINg .....-ceerececceccceseess 


Mercer County Black Oil . 
New Castle 
Cabell 
North Lima 
South Lima 
SERED, ono ncapc 0s 5000 000d 6004000009 
Illinois, 30° 
Illinois under 30° 
Princeton, Ind. 
Bomersct .occcccccccgocvevssevsccseces 
Ragland 
Canada 


a 
At wells .. eoeee coves 
Delivered. bay points | psueene paeeeeees epeswedee 


PIPE LINE STATISTICS. 


The following table shows the runs and 
shipments by the various pipe lines in the 
oil fields of New York, Pennsylvania, West 
Virginia, Kentucky, Tennessee, Ohio and 
Indiana: 

Runs, November 1 to 9, Inclusive. 





National Transit CoO. .......sesseeseeeee 72,897 
South West Pa. Limes ..........+.+008 34,483 
Bureka P. Li CO. ...ccccccccccssccsssece 219,640 
Buckeye PP. L. “Co. phecbonwwoeessoouns 135,035 
Cumberland P. Li. CoO, ..ccesseceeeseees 10,278 
Beene BP. Ta GO. cvccceseseseces» 20,113 
New York Transit Co. ....+..seesecees 3,997 
Southern P. Li CO...cccsscccccecccecsee ssevece 
Crescent -P. Te CO. ccoscevevocccccscccces cccoves 
Tidewater Pipe Line (Pa. Oil)...... 20,661 
Tidewater Pipe Line (Ill Oil)...... 27,9 
Ohio Oil Co., TIL, Olll.......ccccccccees 514,676 
Motel nic ccccnseccseced ons covcnsvsescetcsseng 069,685 
DWEERMO CORB. oc cccrvnccccvcesesoscctctes 118,854 


Shipments, November 1 to 10, Inclusive, 







National Transit CO.  ....scccceeseeeees 635, 
South West Pa. Lines .......... 69,107 
ne 2 Be Sap,  sscspsescconse 25,291 
Bectesye PB, Te (CO. cccccececccess 9, 
Cumberland P. L. Co. ......... 2,552 
EnGiana P. La CO. ....cccccoes 293,880 
New York Transit Co. ...... 357,708 
Southern P. L. Co. ......0.00. 137,806 
Crescent P. Ts CO. cccccccccccsce 55,927 
Tidewater Pipe Line (Pa, 99,126 
Tidewater Pipe Line (Ill, Ojil)...... ....... 
Gio OFF Ca. TBR. Gal ccsncccscceee 364,805 
re 2,111,137 
Average shipments ..........00. 211,113 


MID-CONTINENT REGION. 


The Prairie Oil and Gas Company. 


Net runs and deliveries from November 1 
te November 7, 1911, both dates inclusive: 








Total Bbls. Daily Av. 

PE tact methane heeceee 616,509.44 88,072.78 

PRT OTIED ova cnn eccet ses 639,918.16 91,416.88 

Taken out of Tankage. 23,408.72 3,344.10 

Gulf Pipe Line Company. 

Estimated net runs and deliveries from 
Oklahoma, September, 1911: 

Total Bbls. Daily Av. 

BE inno bck dh «tetas oe 645,000 21,500 

Delivertes 20... ct cs eves’ 645,000 21,500 


The Texas Company. 
Estimated net runs a4 deliveries from 


Oklahoma, September, 191 
Totai Bois. Daily Av. 
obovcccescneseuseous 555,00 18,500 
Deli | TET Tet ry ry 555,000 18,500 





GENERAL PIPE LINE STATEMENT 


AS REPORTED NOVEMBER 10, 1911 


Pipe Line Runs, 
Month. Average. 














Prairie O. & G. Co. ...... 2,902,700 93,63F 
The Texas Co. (Est.)...... 542,500 17,500 
The Gulf Co. (Est.)....... 666,500 21,500 
Local Lines (Est.)......... 410,000 13,226 
SOE i cnerns nenaedbdonees 4,521,700 145,861 
BOUE Ns, Ken cenceanete 4,433,096 147,770 
eT ee Eee 88,604 
. Deliveries. 
Prairie O. & G. Co.........2 88,632 
The Texa;: Co. (Est.) 17,500 
The Gulf Co. (Est.) 21,500 
Local Lines (Est.) ........ 13,226 
Wate: is ce'Sacaki casscwees 4,366,600 140,858 
Total. Gapt. 20. .55-4):225% 4,580,966 152,699 
DOCTERSS oo osc sinssoecewse 214,366 
Stocks Oct. 31. 
Pebisie O..& Gi. Gti. cscccrseseduas 42,100,829 
The Texas Co. ....... 





Gulf Pipe Line Co. 
Producers Stocks 


TOEME cen cccccesescasade satepeer 50,726,829 
pe a a epee Pe 49,892,178 
ERE) og ce os waWaneds babercnee 834,651 


The following table shows the oil run 
by the Prairie Oil and Gas Company from 
the Kansas and Oklahoma fields for the 


year: 
1910. Runs. Shipments. Stocks. 
Nov.. 2,487,644.66 2,875,479.30 40,939,373.42 
Dec.. 2,545,066.42 2,998,293.34 40,275,143.80 
1911. 

Jan.. 2,626,351.74 2,873,119.37 39,921,506.15 
Feb.. 2,508,232.41 2,681,497.00 39,820,938.64 
*Mar. 2,909,308.47 2,959,597.90 41,459,906.64 
tApr. 3,215,351.42 2,792,831.70 42,068,048.33 
May. 2,789,093.18 2,695,813.32 42,399,469.74 
June. 2,628,117.31 2,645,167.80 42,624,724.53 
July  2,666,878.11 2,824,953.12  42,392,420.21 
Aug. 2,822,09902 2,794,933.34 42,461,763.67 
Sept. 2,813,095.96 2,960,966.10 42,266,177.7$ 
Oct.. 2,902,708.81 2,747,600.68 42,100,829.37 


*Oil purchased in iron tanks,: 1,494,068.37 
barrels in March and 539,009.81 barrels in 
April. 

The following table shows the runs, ship- 
ments and stocks, all Oklahoma and Kansas 
lines, some lines that do not make regular 
reports being estimated: 


1910. Runs. Shipments. Stocks. 
September .4,319,582 3,970,953 54,028,857 
October ....4,271,217 4,218,329 64,306,857 
November 3,883,250 4,221,084 53,919,005 
December .3,879,066 4,332,292 50,645,142 

1911. Runs Shipments. Stocks. 
January ...4,136,352 4,347,119 650,272,506 
February ..3,927,572 4,100,337 650,070,938 
March..... 4,631,308 4,551,597 50,539,839 
tApril «+ -5,010,351 4,467,832 52,659,839 
MAY .cxece% 68,093 4,590,813 51,246,470 
June ......4,655,117 4,571,168 62,804,724 
July ......4,617,378 4,775,453 62,272,420 

-+--4,613,899 4,710,733 61,087,764 


August 
tinclud¢s oil purchased in iron tanks. 
GULF COAST REGION. 
(Estimated sinner 6 











District. Aug. 31. Sept. 30. 
BAEREOES: oc odie cawocecs 00 3,300 
Pree 2,900 
BEUMMIO 2 nw ccccvcceseecccecs ,000 
FD Free 4,500 
Spindletop 3,000 
Markham . 1,200 
Goose Creek 40 

Total . ov cccvcvvsccsacveces 22,040 21,940 

Louisiana, 

District. Aug. 31. Sept. 30. 
eee re eevee 3,000 3,000 
Vo rr «+e 4,500 4,000 
SOChers 2. cccccess ecccvecs ~ 100 100 

TO avsacescvisesvecees 7,100 


600 
*Includes Welsh and Anse S Butte, 
Gulf Coast Region. 





District. Aug. 31. Sept. 30. 
Southeast Texas ........ «+ -22,040 21,940 
SAN. Shwe wide War can eee 7,600 7,100 

Total wcccccenvessvces -- 29,640 29,040 


THE ILLINOIS OIL FIELD 


In the following table will be found the 
report of the Ohio Oil Co.’s pipe line in 
Illinois: 

Gross stocks October 1..... sees 21,904,718.65 
Gross stocks September 1...... 22,265,927.92 
Runs for September .... 2,179,591.45 
Regular deliveries 1,252,987.72 
Other deliveries 1,268,988.25 


The following is the report of the Ohio 
Oil Company, which shows the runs, ship- 
ments and stocks in the Illinois field: 

1911. Runs. Shipments. Stocks. 

Jan... 2,169,878.48 933,860.48 26,243,014.79 
Feb.. 1,994,231.42 838,565.73 25,635,245.01 
Mar., 2,589,634.97 1,218,111.33 23,997,495.65 
Apr.. 2,173,939.43 1,022,936.26 24,005,009.96 
May.. 2,299,881.16 24,129,387.96 
June. 2,208,358.29 23,195,749.12 
July. 2,292,926.66 22,714,182.54¢ 
Aug.. 2,340,877.21 22,265,927.92 
Sept.. 2,179,591.49 1,252,987.72 21,904,718.65 
Oct... 2,195,407.56 1,352,605.31 21,359,482.42 

A small quantity of Illinots and Indiana 
oil is handled by the Tidewater Pipe Line. 
Its runs from that region last month aggre- 
gated 126,921.09 barrels and the deliveries 
were 149, 656.75 barrels. Adding these fig- 
ures to the runs and deliveries of the Ohio 
Oil Company. makes the runs and deliveries 
from _ the Illinois field for the last two 
months as follows: 


eeeeee 
ween een eeees 


1,231,534.42 
1,206,244.36 








Runs. Deliveries. 

September ......... 2,294,398.84 1,405,203.44 
October ..... iecwein 2,310,159.07 1,498,998.97 
Difference ........ 15,761.23 93,795.53 


PENNSYLVANIA REGION. 


Runs From Wells. 
In the following table will be found the 
runs or receipts from wells by various pipe 
lines in New York, Pennsylvania, West Vir- 








ginia, Ohio, Kentucky and Indiana for 
September and October, 1911: 

Sept. 30,’11. Oct. 31, ’11. 
National Transit Co. 264,282.75 279,307.32 
S. W. Pa. P. L. Co.. 129,801.51 136,795.62 
Eureka P. L. Co.. 726,273.28 749,157.51 
Buckeye P. L Co. : 

(Macksburg) 282,903.31 291,796.16 
Buckeye P. L. Co. 

(Lima, etc.) ..... 271,762.15 281,828.77 
Indiana P. L. Co.... 87,603.97 $2,114.04 
Cumberl’d P. L. Co. 44,014.07 41,191.02 
ee a es en aicand \. nes op mat 
Remeeee FP.) Ra DO ee cee can > Tieeseei 
N. Y. Transit Co... 15,866.80 15,969.25 
nn 2s Re Ges  wivseae se. «eisanave 
Tidewater P. L. Co.. 109,738.71 107,921.78 
Prod. & Ref. Oil Co. 169,461.15 169,155.67 
Emery P. L. Co..... 26,625.92 28,598.30 
OU. @ Bi da CO... wise 5,001.95 4,498.98 

TOOEE, -ncosads vena 2,133,340.57 2,188,334.42 

Daily average 71,111.35 79,591.43 


Daily Average Runs. 
In the following table will be found the 
daily average runs of the Pennsylvania, Lima 
and Kentucky oil fields for the past five 


years: 
1907. 1908. 1909. 1911. 
92,135 81,733 177,162 
94,826 80,460 80,809 
92,925 84,252 
97,382 86,103 
97,434 85,096 
91,869 89,195 
95,731 85,977 
90,817 82,461 
87,132 85,618 
88,987 81,973 
83,486 78,626 91, 7160 
86,572 84,914 87,812 81, 149 

Petroleum Deliveries. 

The following table exhibits the ship- 
ments or regular deliveries of various pipe 
lines in New York, Pennsyivania, West Vir- 


1910. 
Jan... 87,153 
Feb... 
Mar.. 
Apr... 
May... 
June.. 
July.. 
Aug... 
Sept.. 
Oct.. 

Nov... 
Dec... 


73,240 
71,111 
70,591 





ginia, Ohio, Kentucky and ‘Indiana for 
September and October, 1911: 

Sept. 30,’11. Oct. 31,°11 
National 5 ge me Co.1,779,454.07 1,936,851.53 
S. W. Pa, P. Co.. 176,161.46 191,349.73 
Eureka P. L. no eg 82,765.31 79,731.16 
Buckeye P. L. 

nam gg 5,247.65 3,376.32 
Buckeye P. 

(Lima, staid eee 339,232.13 375,032.01 
Indiana P. L. Co.... 908,639.16 855,648.66 
Cumberl’d P. L. Co. 12,905.39 11,161.23 
Southern P. L. Co... 649,113.14 606,754.26 
Crescent P. L. Co... 162,185.43 192,149.65 
N. Y. Transit Co...1,218,875.53 1,399,949.06 
Northern P. L. Co.. 277.27 545.21 
Tidewater P. L. Co. 132,877.55 189,485.32 
Prod. & Ref. Oil Co. 158,513.50 120,933.53 
Emery P. L. Co..... 26,435.54 27,955.34 
O.. & Pda. GOs cece 17,595.880 9,393.99 

Total cesscccecess 5,670,278.93 6,000,317.05 

Daily average «++ 189,009.29 193,558.61 


Daily Average Shipments. 

In the following table will be found the 
daily average shipments from the Pennsyl- 
vania, Lima and Kentucky oil fields for the 
past five years: 

1907. 
162,157 


1908. 
179,193 
171,918 
166,034 
171,315 
179,289 
190,297 
191,199 
180,837 
188,422 
181, ase 

V.. 180, 185,497 183,170 
Dec.. 183, 221 183, a7 194,916 
Gross Stocks, 
The gross stocks held by various pipe lines 
in the oil producing sections of New York, 
Penneylvania, West Virginia, Ohio, Indiana 
and Kentucky at the close of September and 
October, 1911, were as follows: 


1909. 1910. 
173,129 185,536 
164,165 
189,496 

08 


1911. 
Jan.. 


189,009 
193,559 


189,975 ....... 


Sept. 30,’11. Oct. 31, ’11. 
Nat. Transit Co... "L,625,151.76 1,247,720.95 
S. W. Pa. P. L. Co.. 941,511.04 767,765.08 
Eureka P. L. Co...1,212,833.43 1,226,900.15 
Buckeye P. Co. 
(Macksburg) . 288,515.51 268,636.25 
Buckeye 4 mee 
(Lima, etc.) -4,934,633.91 4,237,204.81 
Indiana P. L. Co.. 719,540.52 852,205.97 
Cumberl’d P. L. Co. 230,729.51 210,165.15 
Southern P. L. Co., 834,184.57 776,282.10 
Crescent P. L. Co.. 129,496.02 93,229.42 


N. Y. Transit Co...2,704,017.94 
Northern P. «it Co... Se 475,937.27 
Tidewater P. WL. Cov deeseses« 
Prod. & Ref. oti Co. 142, 533.44 
Emery P. L. Co..... 12,529.79 
U. & P. Le Co..... 48,439.83 


PP ee te '15,300,054.48 
480,090.31 
Grades of Oil, 


The following table shows the amount ci 
the different grades of oil held by the east 
ern pipe line at the close of September an: 


2,785,105.8° 
1;519,760.3. 
190,755.5., 
13,172.7; 
44,419.8:, 


14,239,369.1: 
1,060,685.3( 





Total 
Decrease 








October, 1911, and included in the gros 
stocks of the above tables: 
Sept. 30,’11. Oct. 31,11. 
Pennsylvania ...... 3,758,182.55 3,623,2856.56 
tame 6s ces -3,207,020.88 3,201,967.75 
Kentucky - 285,605.37 320,713.7 : 
oS Err Pe 4,480,604.58 4,748,492.2: 
Illinois ..... ove ewes 3,558,641.10 2,444,909.45 
Total ..........15,300,054.48 14,239,369.14 


Gross Pipe Line Stocks. 

In the following table will be found the 
gross stocks of the various pipe lines of the 
Pennsylvania, Lima and Kentucky oil fields 
at the close of each month for the past 


three years: 
1909. 1910. 1911. 

14,545,103 16,850,337 15,523,308 
14,701,215 16,706,220 15,959,531 
14,702,036 17,473,566 16,198,570 
15,146,123 17,013,163 15,759,025 
16,024, 16,901,417 15,548,097 
16,620,906 17,091,060 16,346,540 
17. 279, 394 17, ~~ 658 15,928,715 
17,906,986 16.67 1,592 15,780,145 
17,787,953 16,079,579 15,300,054 
17,215,330 15,347,832 14,239,369 
17,164,128 


14,981,833  .....000-- 
16,900,343 14,994,815 


Refined Oil. . 
The following table contains the runs, 
shipments and stocks of the United States 
Pipe Line Company, and includes refined cil 


January... 
February.. 
March..... 
April. . vse 
MAY .20 seen 
June...... ‘ 
July. ..ccoe 

August... 

September. 
October..., 
November.. 
December.. 





only: 
1911. Runs. Shipments. Stocks. 
Jan....e+. 145,155.80 123,346.56 176,988.63 
Feb......+. 104,012.83 72,719.85 208,281.61 
March..... 180,642.60 138,269.86 250,654.35 
April...... 120,573.47 97,568.46 273,659.36 
125,085.07 66,725.31 332,919.12 
148,201.40 237,526.29 243.594.23 
139,006.27 169,932.86 212,667. 64 
157,200.58 142,712.99 227.155.2 
° 152,045.78 205,917.05 173,283. 96 
October. 161,043.46 152,404.99 181,922.57 
REFINED MARKET. 


The following exhibits the daily quotations 
of bulk standard white and water white at 
New York and Philadelphia (official): 

: Sw. W.W 


TUCBARY 2 ccrccccccsccvcccvene - 3.85 4.85 
WeGnemOey. «6 0b e-cb6.0 si censtnend 3.85 4.85 
TRUCGGRS we esc cso s nlbewos cans 3.85 4.85 
Friday ...-ceesccecsecccveseese 3.85 4.85 
BOLUrGay ~ 2c cick batwory cones ender 3.85 4.85 
Monday ..ccccscvescccessetewae 3.85 4.85 


KENTUCKY FIELD. 





The runs from the Kentucky wells for the 
week were from districts as follows: 

District 
ey ERO CLT eee SR Ee ore RE ee 
Slickford 
Steubenville 
Campton 
Beaver Creek 
Ragland 
Parmleyville 
Mt. Pisgah 


Total 
Daily average 





CALIFORNIA FIELD. 


Runs and shipments of the Standard Oi! 
Company, Division B, for the month of Ov- 
tober, 1911, show a surplus of 635,823 bbls. 
against 474,596 bbls. for September ard 
316,272 bbls. for the same month one yerr 














ago. Following is the statement, giving 
comparative figures of one year ago: 
RUNS. 
Oct., 1910 " Oct., 19'2 
Field Bbi 8. Bbls 
Kern River.......,.... 163,190 248,89 
Po ee Sp 447,485 477.954 
WOMEIOTE Sis cic vs Veg we 6,801 14,40 
Santa Maria........... 63,933 25,4°1 
ee ere ee 551,424 1,342,8.5 
Whittier-Fullerton .....  ...... 56,8°7 
Total - si sedvdes kccvncs 1,222,833 2,165,8°7 
SHIPMENTS. 
Total shipments....... 1,004,348 1,530,0 4 
Surplus ........+.6+. / 218,485 635,83 








Summary of Stutements Made November 10, 


1911, Relating to Business of Various Pie 


Lines for Month Ending October 31, 1911. 








Gross Runs from Other Regular Other 
: Stocks. Wells. Receipts. Deliveries. Deliveries. 
National Transit Co...... 1,247,720.95 279,307.32 1,797,348.80 1,936,851.53 509,553.59 
South West Pa. P. L. Co. 767,765.08 136,795.62 1,209,945.59 191,349.73 1,321,215.°9 
Eureka P. L. Co. ........ 1,226,900.15 719,157.51 1,325,931.73 79,731.16 1,958,140.'t 
Buckeye (Macksburg) ... 268,636.26 291,796.16 9,870.96 3,376.32 15,003.06 
Buckeye (Lima, etc.) .... 4, a 204 81 281,828.77. 1,655,747.78 375,032.01  2,230,677.°2 
Indiana P. L. Co...... oe 8,205.97 82,114.04 2,424,422.58 855,648.66 »602.285.77 
Cumberland P. Ll. Co...... 210, 165.15 AIADPLGR: oss eu canta 1,161.23 47,083.° 
Southern P. L. Co........ 776,282.10 ceeoe ereese 2,029,275.27 606,754.26 1,474, ol 
Creecent P. LL, Co.....0.. 93,229.42 ° ..seac. 157,967.84 192,140.65 ...eeee--s 
New York Transit Co...... 2,785,150.81 = *? 969.25 1,479,564.14 1,399,949.06 cogs 
Morthern 2B.  Fa. COs. < s0 o55 1,619,760.31 sc. ccece +» 1,427,149.24 45.21 1. 369, 935. it 
Total October 31......13,991,021.00 1,878,1F9.69 13,517,223.93 5,652,548.82 10,727,992.°5 
Total September 30..15,096,551.42 1,822,512.84 13,668,429.99 5.334,856.54 10,581,086. ° it 
Difference 55,646.85 151,206.06 317,692.28 146,905. 61 


eceeevecees 1,105,530.42 
f : 


j 
/ 


